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~ROLLING 
SHUTTERS 


the doors commanding the world’s largest sale 


for 


Another big success by 
Brady—the electrically 
operated Brady 
Rolling Door, 39 ft. 
wide and 15 ft. high, 
installed at the 
Shell-Mex and B.P. 
Lid., Depot at Barton. 
A perfect example of 
the reliability, 
efficiency and speed 
of operation exclusive 
to Brady. 


G. BRADY & CO. LTD. MANCHESTER 4 Telephone COLiyhurst 2797/8 


LONDON New Islington Works, Park Royal, N.W.10 
BIRMINGHAM Rectory Park Road, Sheldon, 26 
CANADA David C. Orrock & Co. (G, Brady & Co. Canada Ltd.) 
1405 Bishop Street, Montreal 25, Que. 
and also at 23 Scott Street, Toronto, 1 
U.S.A. G. Brady & Co.Ltd.,11 West 42nd St. New York 18,N.Y. 
NORWAY = An Thorbjiirnsen, Kongensgate, 14, Oslo we shutter the world 
And also at Cape Town 


MANUFACTURERS OF BRADY HAND AND POWER OPERATED LIFTS 
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FOR EASIER BUILDING 


METAL 


FRAMES 


You can save so much time, 

so much money, on site by using 
Williams & Williams metal door frames. 
Such a simple job—you build them 

into any thickness of wall 

as it goes up. Everything—hinges, 
adjustable strike-plates—in place, 
ensuring an immediate (and 
permanent) door fit. So easy to 

put in and no architraves to be fitted. 


Once in, they’re in for good. 


Williams and Williams 
make Metal Door Frames, 
Roften Toilet Cubicles, Aluminer 
Patent Glazing and, of course, 
Metal Windows. You can 
get them from your 
Merchant or 
direct from us, 


Williams and Williams Limited, Head Office: Reliance Works, Chester 
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Increased production makes more ATLAS roofing 


available for the home market. Now you can 
obtain early delivery of any form of this famous 
asbestos roofing. Write or ’phone for full technical 


literature or information. 


ATLAS STONE CO. LTD. 


Artillery House, Artillery Row, 
London, S.W.1 (Tei: ABBey 308/-2-3-4) 


Works at Meldreth, Greenhithe, Strood, Cambridge, 
Park Royal (London), Rye, Shorne and Wing 
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THE GENERAL ELECTRIC CO. LTD., MAGNET HOUSE, KINGSWAY, LONDON, W.C.2 


3 
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FROM THE SNOWCEM FILE :— 


- 


THE CEMENT MARKETING COMPANY LIMITED 
Portiand House, Tothill Street, London, S.W.1 
or G. & T. EARLE LTD., HULL. 
THE SOUTH WALES PORTLAND CEMENT & LIME Co. Lid., 
Penarth, Glam. 
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Make ‘Mouldex’ 


PLASTIC (VINYL) FLOORING - RUBBER FLOORING 


the keystone 


OF YOUR SPECIFICATIONS 


The range of floorings offered by British Mouldex covers every requirement for factories, public buildings, houses 
and hotels. THEY ARE ALL MANUFACTURED AT OUR WELLINGBOROUGH FACTORY. No other organisation can offer such a 
wide range. Every one is of the highest quality and has been giving satisfaction to our customers over many years. 


*Mouldex’ Hard Rubber Flooring (American Type) 
*Mouldex’ Rubber & Marble Terrazzo Flooring 
(Vinyl) Flooring Riltex’ (Vinyl) Plooring 
‘Mouldex‘ Anti-Static (Vinyl) Flooring 
*Mouldex’ Rubber Stairnosings 


Our first-class laying service is at your command. We will 
gladly supply samples and estimates on receipt of your enquiry. 


British Mouldex Ltd 


THE MANUPACTURERS AND CONTRACTORS 
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HYTHE ROAD WILLESDEN NW10+ LADBROKE 2454 
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LIGHT IN WEIGHT 
(ideal for wall fixing) 


EASY TO PAINT, CLEAN 
AND KEEP CLEAN 


COST LESS — FROST PROOF 


MORE RESPONSIVE TO 
THERMOSTATIC CONTROL 


ECONOMICAL TO FIX 


Gulf long life Radiators are available in 
a wide range of Column and Wall Panel 
types, in any length, and in a curved and 
angled form. Gulf specialise in producing 
radiators for unusual and exacting require- 
ments. Gulf are installed in the largest 
building and largest school built since 


ULE 


GULF RADIATORS LTD., 
Penarth Road + CARDIFF 
Telephone 20581 /2 
London Office and Showrooms : 


229 Regent Street, London, W.! 
Telephone REGent 1051 6 


An Associate Company supplies Oil-filled Radiators for Electric (off peak), Gas 
and Paraffin operation; Domestic Boilers; Electric Unit Heaters; Electric ' Bed 
Sheets; Gas and Electric Towel Rails; Room Thermometers and Temperature 
Controls; Weather Stripping; Draught Proofing; Inset Grates; ‘ Hurdapta’ Fires 
and other fuel saving equipment. 


6 THE ARCHITECT and Building News,’ 12*August 1954 
| — 
| 
| 
= 
a } 4 
| 


THE ARCHITECT and Building News, 12 August 1954 


MANUFACTURED iv FINLAND 
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FENCE POSTS 


For 60" Chain Link plus 3 lines 
barbed wire on lean-over arms. 


Holed for three straining wires and reinforced for spacing 
at 9’0” centres, with Intermediate Strainers at approxim- 
ately 50 yard intervals. 

Supplied only, supplied complete or fixed complete. 
Deliveries from our nearest Works:— N. Staffs., S. Staffs., 
Lincolnshire, S. Wales, Bucks., or Sussex. 


Weight 


168 Ibs. 
338 Ibs. 
338 Ibs. 
338 Ibs. 
338 Ibs. 
140 Ibs. 


Size 


. by Bin. , | 
by 6in. | 


Description 
Intermediate Post 
End Strainer 
Angle Strainer (Ext.) 
Angle Strainer (Int.) 
Intermediate Strainer | 
Struts 


6in 
6in 
6in 
6in 
6in 
6in 


. by 6in, 
. by 6in 

. by 6in. 
. by Bin. 


by &ft. 
Straight posts are available from stock for 3'0", 4:0", 46", 
5’0” and 6'0" mesh, Also posts for wire fencing, guard tubes and 
rails, close and open boards, panels, etc. Please write or ’plone 
for particulars and prices. 


Strainer 


TARMAC LIMITED 
VINCULUM DEPT 


ETTINGSHALL,. WOLVERHAMPTON 
LONDON OFFICE: 50 PARK ST., W.1 (GROsvenor 1422-5) 


Telephone; Bilston 41101-11 (11 lines) 


ELLARD Sliding Door Gear has been specified for flats and housing schemes by: London 
County Council; Canterbury and Peterborough Corporations; Eston, Mexborough, 
Rushden, Sawbridgeworth and Wellingborough U.D.C.s; Easington and Sedgefield 
R.D.C.s;andfor British Railways Coronation Bungalows, South 
Shields; Kyces Settlement Estate, Watford; Newton Aycliffe and Stevenage New Towns 


CLARKE ELLARD ENGINEERING CO. LTD. 
Works Road, Letchworth, Herts. Tel.: 613/4 


SLIDING 
OOR GEAR 


ELLARD “* Estate *’ Sliding Door Gear has again been specified for a 


large housing estate; the People’s Houses, Canterbury, Kent. 
** Estate *’ Sliding Door Gear offers maximum economy in use of space. 
For easy access and efficient action, garage doors should be fitted with 
ELLARD “ Radial *’ Sliding Door Gear. fhe illustration below shows a 
typical domestic garage with sliding doors running on ELLARD 
** Radial Door Gear. 

See our exhibits at the Building Centres, 26, Store Street, London, W.C.1. 

and 425-427, Sauchiehall Street, Glasgow, C.2. 


BMJ. 
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THE MEDICAL PROFESSION AND 

PUBLIC HEALTH AUTHORITIES are 
te provided with an important contribution 
by the introduction of the Sugg Incinerator 
(Gas) No. 3707, to the need for 
safeguarding the nation’s health. f 
Its installation throughout this 
block of flats meets vital needs 4 y f 
in dealing with both the 
disposal problem of personal 
and other refuse ; and the 
destruction of potential 
sources of disease. 
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MOSS HEIGHTS HOUSING SCHEME 
CORPORATION OF GLASGOW 


Literature upon request 


WILLIAM SUGG & CO. LIMITED 


(Incorporating COWPER PENFOLD & CO. LTD.) 


VINCENT WORKS, REGENCY STREET, LONDON, S.W.1. — Tel.: ViCtoria 3211 (4 lines) 


i 
a 
ii 
f in 
i 
LF a 
é 
afi 
~ 
| 


In the operating theatre no avoidable chances must be 
taken. Lighting, for instance, must not fail, In Guy’s 


Hospital, London, a sure safeguard is provided by the 


use of ‘ Pyrotenax’ cables for the theatre lighting and 


switching circuits. For good reason too, because they 


are inherently safe, even in atmospheres where ether and 
oxygen are liberated. ‘This valuable safety factor results 
from the unique ‘ Pyrotenax’ construction — ductile ] 


copper cores embedded in pure mineral insulant, all 


enclosed in a seamless ductile copper sheath. Being 
wholly inorganic, ‘ Pyrotenax’ Cables are fire 
resistant, unaffected by condensation or corrosion, 
and virtually indestructible, Once installed they 


require no maintenance. 


(Q 
O. 


A non-technical description of 


7 
‘Pyrotenax’ is given in our booklet 


“* Current Carrying”. For the 


technical man “ Technical Data” is fig 


availahle—write for your copy. 


PYROTENAX LIMITED, 
HEBBURN-ON-TYNE 
Phone: HEBBURN 32244/7 
LONDON 

Phone: Abbey 1654/5 


BIRMINGHAM 
Phone: Midland 1265 


MANCHESTER 
Phone: Blackfriars 6946 


LEEDS 
Phone: Leeds 27826 


GLASGOW 
Phone: Central 2238 


The use of the trade name 
‘Pyrotenax' is exclusive to the 
products of this Company 


and its associates. 


GD4 
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NEED MAB 


% A standard Newbold grate with deep- 
ening bar, and gas burner for easy 
lighting. A safety plate can be provided 
as an extra. Standard boiler 12” x x 
5” in C.l., Steel or Copper, tapped |” 
B.S.P., reversible to permit R. or L.H. 
TYPICAL PERFORMANCE FIGURES 
Flue-way under boiler 2” high with 14" 
versell tue-weey formed by boiler and WHEN BURNING COKE AS A FUEL 
steel casing. 


% Cover Plate. Removable for cleaning Capacity of Grate 0.50 cu. ft. 
back flue and access to boiler manlid. a Burning 0.8—3.0 Ib. per hr. 
% Damper. 44” opening for chimney Radiant Output Max., 8,000 BTU /hr. 
sweeping. Hot Water Output Max., 14,000 BTU /hr. 


51%, with max. hot water. 
46%, with max. radiation 


Overall Efficiency 


the 


BOILER SET 


The unit provides adequate space heating 
and a constant supply of hot water. It 
is self-contained and fits into a brick opening 
of not less than 223” wide [by 254” high 
by 134” deep. 


of LEAMINGTON 


Telephone: 100 (Head Office) 3091/2 (Soles) Telegrems: FLAVELS 


* MAKERS OF FINE COOKING AND HEATING APPLIANCES SINCE 1777 - 
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The British Made 


Building Boards of 
Quality and 


Experience 


THEY ARE MADE TO LAST 


SUNDEALA BOARD CO. LIMITED 


Head Office : ALDWYCH HOUSE, LONDON, W.C.2 Tel : Chancery 8159 
Works : SUNBURY-ON-THAMES 

Glasgow : BALTIC CHAMBERS, 50 WELLINGTON ST, C.2 

Newcastle; NORTHUMBRIA HOUSE, PORTLAND TERRACE, 2 
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For more than 100 years we 
have specialised in laying 
copper on flat roofs, pitched 
roofs and domes. All our work is executed by craftsmen 
and apprenticed coppersmiths who have, in our service, an 
unusually wide and constant experience of every class of 
copperwork, Many Cathedrals, Churches, Town Halls, 


Schools, Factories, Hospitals, 


Piers and Docks provide 
testimony to the varied and 
skilful service which we can offer. Our technical staff is 
available for consultation; we welcome your enquiries. 


MIDDLE TEMPLE Architect: Sir Edward Maufe, R.A., F.R.LB.A 
Contractors: Messrs. Dove Bros, Ltd 


FREDERICK BRABY & COMPANY LIMITED 


Head Office : 352-364 EUSTON ROAD, LONDON, N.W.1. TeLernons: EUSton 1456 
PACTORIES AT: London Works, Thames Road, Crayford, Kent. Te_ernone: Bexleyheath 7777 


Ida Works, Deptford, London, 


recernHone: TiDeway 12% 


Havelock Works, Aintree, Liverpool, 10. TeLerHone: Aintree 1721 
Eclipse Works, Petershill Road, Glasgow, N. reLernone: Springburn 5151 
Ashton Gate Works, Bristol, 3. TeLerHone: Bristol 64041. Also Falkirk and Motherwell 


OTHER OFFICES: 110 Cannon Street, London, E.C.4 (Export). TeLerpHons: MANsion House 6034 
Queen's 10 Royal Avenue, Belfast, Belfast 26509 
‘a 


lace Street, Plymouth. TeLernone: 2261 
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Hand Made Roof Tiles Last Longest 


All C.S. Root Tiles are hand-moulded from the renowned 
Bridgwater clay. This is one reason for their proved dura- 
bility. Definitely, C.S. hand-moulded tiles do not deteriorate. 
One popular pattern is the ‘‘ Bambino” Interlocking Tile. 
As can be seen from the illustration, this tile is of simple, 
yet dignified design. Admirable for 
exposed positions because of the security 
given by the efficient interlock. This 
tile is in great demand for Housing Schemes. 


SIZE 
134” 104” 


In our list we show the various types of C.S. Handmade 
Roof Tiles. All can be supplied with smooth, sand- 
faced or colour glaze finish. Write for this list. 


PATENT TILE WORKS - BRIDGWATER - SOMERSET 


London Office: Mr. Dawson Goodey, 6 Queen Anne's Gate, Westminster, S.W.1 Phone: WHitehall 7607 


USE COUPON 
TO SEND FOR 
THIS TINT BOOK 


Shades are those adopted by 
the Ministry of Education 
and have been approved as 


correct by the Building 
On request, the book will be sent together 


with details of the shades available in Research Station ) 


@ ‘FLORALAC’ Hard Gloss 


Please send Hangers Archrome (Munsell) 


@ ‘FABRIGUARD’ Emulso Range Book. 
Plastic Paint NAME 


@ ‘PEERLESS’ Flat Oil Paint Kees 


HANGERS PAINTS LTD., HULL 


also at LONDON, LIVBRPOOL, BIRMINGHAM & GLASGOW. 
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Floor to ceiling in one lift. 


Up to 10’ high x 23” to 6” Thick 
panels. 


No Rendering or face plastering. 


Solid invisible Joints. No cover 
Strips. 


Free standing or wall load 
bearing. 


Fireproof. 


No shrinkage or plaster cracks 
due to elimination of wet process 
on site. 


Immediately ready for any form of 
decoration. No chemical action to 
attack or fade wall paper, water 
paints, etc. 


Saves up to 50% in Building 
completion times. 


Economical in use. 
Fixing plugs for door casings, etc. 


Conduit switch boxes can be in- 
corporated during manufacture. 


ERIC ENTWISTLE LTD. 


34 VICTORIA STREET 


ALTRINCHAM 


CHES. 


Alt. 0712 


LICENSED MANUFACTURERS 


Our Representative will be pleased to call at your 
request with Test Reports and fuller information. 


WE CAN ERECT IF DESIRED 


12 August 1954 
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A _load-bearin 

g Pre-fo 
wall section of full room heighe 
with a perfect plaster finish to 
both wall faces as extensively 


used by Archite 
Authorities. 
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B.B.C. TELEVISION CENTRE AT WHITE CITY 


FIRST STAGE DEVELOPMENT 


Development of this new Television Centre is 
being carried out under the direction of :— 
GRAHAM DAWBARN, ESQ., C.B.E.,  M.A,, 
F.R.I.B.A., NORMAN & DAWBARN, 
ARCHITECTS & CONSULTING ENGINEERS 
in association with 
M. T. TUDSBERY, ESQ., C.B.E., F.C.G.I., 
M.1.C.E,, CONSULTING CIVIL ENGINEER, 
BRITISH BROADCASTING CORPORATION 
General Contractors for First Stage Development: 


Messrs. HIGGS & HILL LTD. 


STEELWORK FABRICATED 


AND ERECTED BY 


West elevation of Scenery Production and Storage Building 
P.C.JONEBS & COMPANY 


WOOD LANE, LONDON, W.12 Telephone: SHEpherds Bush 2020 
BUTE STREET, CARDIFF Telephone: Cardiff 28786 
TREORCHY, GLAMORGAN Telephone: Pentre 2381 


$311 $2 
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NEW, WIDER, 6-TROUGH \ 


corrugated 
aluminium sheet 


Saves handling, lapping and fixing time 


In view of the success of ‘Rigidal’ §5T and 4T sheet, British Aluminium are now producing a 
6T section which not only possesses all the features of the narrower sheets but also offers several 
additional advantages. Five inches greater in overall width than the 5T, the new 6T sheet saves 
1 side lap in every 5, reduces handling, speeds fixing and affords greater cover per sheet. 


[ Purlin spacings and recommended maximum design loads 


Pe Purlin Design loads (Ib./sq. ft.) 
Spacing 


| 6 0 87 7 


76 61 


19 swg 


EFFECTIVE WIDTH 30%" 


64 } $2 
56 46 


49 40 


44 36 
40 32 
EFFECTIVE WIDTH 25) 9 6 36 28 


sT 32 


28 
*Not recommended 


Notes 1. The above design loads are based on a maximum working depends upon the pitch of the clad surface, the maximum 


stress of 11,000 Ib./in.? giving a factor of safety of 2 on the 
0.1°,, proof stress (yield). 

2. The zigzag line indicates the maximum purlin spacings 
which may be employed when working to B.S. Code of Practice 
C.P.3., Ch. V Para. 7b. Use of purlin spacings below the line 


spacings shown being those recommended for vertical walls. 

3. The recommendations tabulated above are based on an 
assumed minimum roof pitch of 10°, with sheets fixed in 
accordance with recommended practice, including seam bolts 
at 18” centres. 


*Rigidal’ sheet lights can be supplied to match Trough Section (5T) sheet. 


THE BRITISH ALUMINIUM COMPANY LIMITED 


NORFOLK HOUSE ST JAMES’S SQUARE LONDON SW1 
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Quick, Accurate, 
Foolproof! 


gives you accurate levelling in a matter of seconds over distances from 6” to 150’, with 


an accuracy of }” at 100’. Simple, robust and compact, the Cowley Level will go 
anywhere, needs no setting-up or skilled operation, and will take any amount of hard 


Ask supplier for a demonstration or com- 


Arrange a demonstration 


Send me address of nearest stockist CJ 


Please mark appropriate square and send to :— 
COWLEY LEVEL DEPT., HILGER & WATTS LTD.,48 Addington Sq.,London, S.E.5 
NAME 


ADDRESS . ABN, 


(SMART BROWN ) 


plete the attached coupon. 


completewith COWLEY LEVEL DEPT. 
£1 6 tripod, staff HILGER& WATTS LTD. 
and target 48 Addington Sq., London, S.E.5. 


Head Sales Office: / 


8 Rose & Crown Yard, King Street, St. James's, London, S.W.|. . 
Telephone : Whitehall 8267/8. 
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VAPOUR PROOF ¢ DUST PROOF 


ENCLOSED INDUSTRIAL 


Designed for installations where working con- 
ditions require fittings which are dust and vapour 
proof, they are widely used in Chemical Works, 
Laundries, Coal Handling Plants, Canteens, etc. 

These units use the Holophane system of 
prismatic glass to direct the light where it is required 
with maximum efficiency, and they are sufficiently 
waterproof to permit hosing down for cleaning. 

These fittings are but part of a very wide range 
of Holophane Lighting Units, including Flameproof, 
Bulkhead, High Mounting and Heavy Duty units for 
all industrial and commercial purposes, utilising the 
Holophane system of controlled lichting. 


SCIENTIFIC ILLUMINATING ENGINEERS 


ELVERTON STREET, WESTMINSTER, LONDON, S.W.1. Phone: VICtoria 8062 Grams: Holophane Sowest London 
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THE BEST IN FENCING 


This typical example of 

Security Fencing 

at the Cambridge works 

of The British Portland Cement 
was carried out by us— 

the Chain Link Fencing, { 
Concrete Posts 
and Fittings 

were all manufactured 

at our Watford factory 

and erected by a team of 

our specialist erectors, 


Dip Nie (Al) FENCING AND ENGINEERING LTD. 


IMPERIAL WORKS - BALMORAL ROAD: WATFORD: HERTS 


Telephone Watford 2241. Telegrams : “ Penfold, Watford.” 


An Important Improvement 


in 


HOT WATER TANKS 


N keeping with their progressive policy, and to mect 
| the requirements of the Building Industry, Harveys 
have designed a new type of Manhole and Cover 

tor “ HARCO” HOT-WATER TANKS. 


The main advantage of this development is that of 
preventing the thread of the bolts from coming into 
contact with water, thereby avoiding corrosion—and 
the consequent risk of shearing the bolt heads— 
and greatly facilitating removal of the cover for servicing. 


This is achieved by 
securing the heads of 
the bolts inside the 
tank, so that the 
screwed portion pro- 
jects outside, 


No hemp, red lead 
or other jointing 
material re- 
quired when fixing 
the cover, other than 
the India Rubber 
Ring which is sup- 


Patent_No. 664463 


plied with the tank. This ring, together with the grummets 
fitted under the bolt heads inside the tank, enables a perfect 
seal to be made in much less time. 


The cover itself is slightly convex to give additional strength, 
and the turned-over edge of the manhole presents a smooth 
rounded surface which cannot injure the hands or arms when 
installing the tank. 


Ask for List No. A 873. 


‘Harco’ Patent Manhole & Cover 


Please obtain your supplies through your usual Builders’ 
Merchant or Ironmonger. 


Harvey | 


G. A. HARVEY & CO. (LONDON) LTD., Woolwich Road, London, S.E.7, (GREenwich 3232, 22 lines) 
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Traditional standards .. . 
by to-day’s leading craftsmen 


Recent contracts include... 


ARCHITECTURAL METALWORK 


CONTRACT DEPARTMENT 
MAPLE &€ CO. LTD. TOTTENHAM COURT ROAD +: LONDON, W,1 


Many and varied are the fine examples of 
wood and stone carvings originated by 
Maple-Martyn. This art form, perpetuated 
by the highly skilled Maple-Martyn craftsmen, 
has a permanence and mellow grace all its 
own. And the work illustrated here 

detailed Gothic panelling and heraldic carving 
—gives clear evidence of this special quality. 
It was carried out by the Maple-Martyn or- 
ganisation to the instructions of Sir Giles Scott 
Son & Partners for London’s magnificent 


Guildhall. 


* 


WOOD CARVING : 
House of Commons 
Cranbourne College, Sussex 
Wellington Church, Herefordshire 


STONE CARVING : 
American Battle Monument, Cambridge 
King's College of Household & Social 
Science, Kensington 
University of Bristol 
BRONZE CASTING: 
Tablets —Chatham and Portsmouth Naval 


Memorials 
Figure work —Plymouth Naval Memorial 


Wood and Stone Carving 
by the 
4 


MAPLE MARTYN 


\ 
\ 


ORGANISATION 


JISHING & DECORATION CONS¥FRUCTIONAI 


in association with its Subsidiary: H. H. 


+ 


A 


MARTYN & COMPANY LIMITED + CHELTENHAM 
Onc. is 
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HOTCHKISS LATTICE CONSTRUCTION 


halls and many other 


‘hee Hotchkiss lattice construction is being 


used for new schools, churches, factories, 
buildings to 
the requirements of County Councils, 


Borough Councils and many leading 
architects. 


The system is entirely flexible in applica- 
tion and suitable for all types of covering 


materials. 


Your specific enquiries are invited. Our 
design services are free and it is most 
advantageous to call us in at an early stage. 


52 ft. lattice girders at a Portsmouth factory. Architects: Thomas Jolly & Grant. Contractors: john Hunt Ltd. 


HOTCHKISS ENGINEERS LTD. 


EASTBOURNE AND SHOREHAM SUSSEX 


ESTABLISHED 1885 
HEAD OFFICE : ASHFORD ROAD, EASTBOURNE 


TEL. 2424 (4 LINES) 


re 


These photographs are published by permission of the Chief 


of Naval Information, Admiralty. 


“Silent Service for the Navy—and 


for progressive Landsmen, too!” 


These photographs illustrate the 
versatility and efficiency of J & B 
Mineral Wool. 

J & B Insulation effects enormous 
Savings in fuel by reducing the escape 
of heat. Equally effective in safe- 
guarding health and efficiency in 
factories, etc., by screening employees 
from excessive noise. 

Municipal Housing Authorities all 
over the country are insisting on and 
specifying J] & B for high efficiency 


and low installation”costs. 


PRE-FABRICATED in many forms, 7 & B Mineral 
Wool is absolutely safe to handle, and is easy and quick 
to install. 
Records, over the past fifty years, include schools, 
factories, oil refining plant, and film and recordin 
studios, etc., and indicate the reliability an 


permanency of J & B thermal and acoustic 
insulation. 


A variety of finishes can be = to} & B Wire 
t 


Netted Mattresses, Semi-rigid Felts, etc. 


THE PERFECT INSULANT 


Fireproof—Mould-proof—Non-corrosive—Water 


JONES & BROADBENT LIMITED 


Perren Street, London, N.W.5. 


Telephone : GULliver 2120, 55489 


AND AT BILLINGHAM-ON-TEES, SOUTH BANK (YORKS), BRISTOL, BURTON-ON-TRENT, 
LIVERPOOL AND MANCHESTER. 
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SLUM CLEARANCE 


must if possible be carried on in dealing with 

the slums. A good start was made by the 
Annual Conference organized by the Housing Centre 
last month, opened by Sir David Eccles who said 
that a reserve of work would be required to keep up 
production in the building industry when there 
were no controls. The Government could only find 
this reserve in the nationalized industries ; it would 
therefore be of immense national benefit if local 
authorities began drawing up plans for slum clearance 
so that it could be included in the reserve. 

But for the war this problem would not be serious, 
but the destruction of over 225,000 houses and severe 
damage to half a million more, coupled with a 
standstill in maintenance on the four million-odd 
dwellings that are 75-100 years old, brings us face 
to face with an enormous and costly task. The 
situation is general to Europe. Until recently, most 
countries have concentrated on building as many new 
houses as possible ; now, however, in many of them, 
attention is turning towards the elimination of 
obsolete and insanitary housing, the reduction of 
overcrowding and the modernizing of houses with 
a further useful lease of life. 

Slums develop out of overcrowding in cities and 
are a world problem. It is estimated that even in 
Sweden, which was not involved directly in the war, 
there are 30,000 dwelling units that would be 
condemned if there were no housing shortage. 

The immediate requirement is to hold these slums 
toa minimum while plans are made for re-development 
to a lower density. In a leading article The Financial 
Times considers that “ the slum problem is still very 
serious, but it is normally exaggerated. The number 
of houses that will need replacement . . . is probably 
not more than a million, though tens of thousands 
may be relapsing into the slum category each year.” 


Te impetus of the successful housing drive 


Few local authorities have been able to carry out 
an overall survey since the war, and until the exact 
position is known it will be hard to say what strain it 
will put on the industry if it is to be tackled resolutely. 
Certainly a wedge should be put behind the wheel 
in the case of the dilapidated housing which is in 
process of turning into slums. Empty houses are 
becoming much more common and should be taken 
over, improved and occupied promptly so that more 
clearance areas can be vacated for re-development. 

The Government’s proposals are that a survey 
should be made by local authorities of houses and 
slum areas to divide them into four categories: 
(a) Those to be demolished within the next five years. 
(b) Those to be demolished in subsequent years. 
(c) Those to be made habitable for five years at 

reasonable cost. 
(d) Those to be improved or adapted for habitation 
or for some other economic use. 

The criterion of fitness or otherwise for human 
habitation is based on the following factors: (a) 
repair, (b) stability, (c) freedom from damp; (d) 
natural lighting, (e) ventilation, (f) water supply, 
(g) drainage and sanitary conveniences, (h) facilities 
for storage and preparation of food and for disposal 
of waste water. Only if a house is hopelessly deficient 
in one or more of these requirements shall it be 
demolished. The cost of buying property and 
maintaining it until it can be demolished will be 
borne equaily by the Government and the local 
authority. 

It will be objected that private enterprise building 
will turn in the direction of new houses leaving the 
local authorities to grapple with the thankless 
clearing of the Augean stable with such resources 
as are not absorbed by more profitable work. This 
is the real problem of the slums, here and all over 
the world. They represent a mess inherited from the 
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The first of the L.C.C.’s comprehensive schools, Kidbrooke School for 2,000 girls, will open in September. 
above is from the biology greenhouse and shows the N.W. wing, Centre Block and part of S. Block. 


is Charles Pike, A.R.I.B.A., of Messrs. Slater, Uren & Pike. 
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The view 
The architect 
The structural engineers are Messrs. Ove Arup & Partners, 


and the general contractors are Messrs. Gee, Walker & Slater Ltd. 


past, with no appeal to enterprise or initiative. 
But someone must do the washing-up, and if it is 
realized that it is not so much bricks and mortar 
that are being patched up and washed down so much 
as sweetening society as a whole—we are all part of the 
main—the task should carry with it the encourage- 
ment, support and rewards that it deserves. 

Let us say that the country is like a well-dressed 
and clean-shaved man whose socks are foul and 
filthy and boots in holes, so that before he buys 
himself a new tie he should attend to these things 
and not say he cannot afford them. The cost of 
slums cannot be assessed in ordinary terms since 
their repercussions involve enormous sums of 
money which could be saved in future by resolute 
action to make up for all the time lost since the 1930 
Slum Clearance Act came into force. 


EVENTS AND COMMENTS 


THE FIRST L.C.C, COMPREHENSIVE SCHOOL 


The photograph at the head of the page shows the 
first of the L.C.C.’s comprehensive schools. It is at Kid- 
brooke between Blackheath and Shooter’s Hill. The 
school, which was designed by Slater, Uren & Pike, is 
almost finished and will be opened in September. A 
fully illustrated report will be published in the A. & B.N. 
towards the end of that month, meanwhile here are some 
preliminary observations. To my mind the place is far 
too big, but that is hardly the fault of the designers. The 
L.C.C.’s idea is to educate all standards of intelligence, 
in this instance all girls, in one building. When fully in 
use the school will accommodate 2,000 pupils. In an 
effort to reduce the apparent size of the school in the 
eyes of the pupils, Mr. Charles Pike, the partner-in- 
charge, has broken the design down into a number of 
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similar self-contained, but interconnected, teaching 
blocks; each block has its own entrance, cloakrooms and 
lavatories. 


The accommodation inciudes kitchens and, a new 
departure, dining classrooms which can be thrown open to 
a servery on each of a number of floors. The main hall, 
where the whole school can be assembled standing for 
prayers, is a magnificent affair although it is a shade too 
much patterned for my taste. My eyes wandered from 
feature to feature, many of them good, without finding 
anywhere to rest. One of the features is a venetian blind 
nearly sixty feet long and power operated. My old friend 
the Festival of Britain shape is much in evidence in the 
hall and foyer. The colours throughout are bright and 
cheerful and a code has been worked out for the various 
sections. Much of the best-designed contemporary door 
furniture on the market has been used, and it is a reflec- 
tion on British manufacturers that some of the bolts and 
lever handles are of German make. The architects have 
designed a special egg-shaped door-knob which, they 
say, combines the advantages of a lever handle and a 
circular knob. It certainly seems to fit the hand com- 
fortably and looks well. In comparison with the door 
furniture the window furniture is of very poor design. 
Architects will agree, I am sure, that the best available 
window furniture leaves much to be desired from appear- 
ance and hand-comfort points of view. I cannot think 
why this should be. Could not the Metal Window Asso- 
ciation do something about it? 


The building is most lavishly furnished and equipped, 
and the L.C.C. are to be congratulated on furnishing in 
a way which fits the school. I noticed a good new wooden 
stacking chair by E.S.A. among other excellent equipment. 
The sewing rooms have several kinds of machine and 
the domestic science kitchens almost every type of cooker 
imaginable. There is, however, one extraordinary feature. 
As I have said, the school is well furnished in the con- 
temporary manner—the staff common rooms are delightful 
—but when it comes to a demonstration flat for teaching 
housework, the furniture changes to period reproduc- 
tions. Why? Is it intended to make the children feel 
more at home?; to warn them of the horrors of the bour- 
geoisie?; or to give them something to look forward to? I 
suggest that even now it is not too late to change this 
furniture. 


I came away from the school with feelings of envy 


and regret. Envy that my children, for whom I pay so 
much, should be educated in buildings which are slums 
by comparison, and regret that the L.C.C. had considered 
it a good idea to build so vast—and in spite of the archi- 
tects’ valiant efforts—so impersonal an educational fac- 
tory. 


FEES UP AT THE A.A. 


I have no doubt that there were long deliberations at 
the A.A. before the council decided to increase the school 
fees from £40 to £50 per term with effect from the spring 
term, 1955. The school, as everyone knows, is truly 
independent and receives no State aid. Fees at University 
and local authority schools of architecture are only a frac- 
tion of those at the A.A. although actual costs per student 
are thought to be higher even than the A.A.’s new scale. 

In an effort to offset the effect of the increase in fees 
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the A.A. Council is to call upon members and friends of 
the Association to found scholarships. This would enable 
some students to be accepted at reduced fees. Details 
are expected before Christmas. 


Like any good school the A.A. prefers to choose its 
own students and any increase in fees is bound to reduce 
the number of candidates presenting themselves. State 
grants are all very fine but they do not cover the whole 
social structure. The son of an even moderately success- 
ful architect stands little chance of obtaining a grant 
which will pay fees as high as those of the A.A. and this 
undoubtedly prevents some of the best material from ever 
reaching the A.A. Thus we have the paradox of a school 
of architecture set up and run independently for a 100 
years by architects whose professional descendants cannot 
now afford to send their sons to the school but must have 
them trained elsewhere. 

THE SPECULATIVE BUILDER 

A reader has drawn my attention to a page of advertise- 
ments from the (Manchester) Evening Chronicle. Headed 
“The House Builder,” the advertisements frame a short 
article on owning your own home. The designs illustrated 
are no better and no worse than the usual run of pre-war 
speculative builders’ stuff. The sad part about it is that 
they do not appear to have benefited in any way from 
post-war experience. Many of the best architectural and 
building brains in the country have been engaged on 
housing since the war. Great advances have been made 
in planning, equipping, grouping and landscaping. 
Ministry awards have been made to many of the best 
schemes. These schemes have been illustrated. The 
speculative builder has no excuse whatever for continuing 
to offer his monstrous semi-detached villa. That he finds 
a ready market for his stuff is beside the point. He cer- 
tainly provides terms of purchase with which the small 
would-be home builder cannot compete. 


Surely it is time that the R.1.B.A. and the National 
House Builders’ Registration Council got together and 
produced some worth-while designs for the speculative 
builder. 


As a footnote I quote from one of the advertisements 
mentioned above. “Several attractive designs to choose 
from—or bring your own ideas and we will design your 
DREAM BUNGALOW while you wait.” 


COUNCIL OF INDUSTRIAL DESIGN 


The C.o.LD. report for 1953-4 has recently appeared. 
It is a record of useful work and steady progress with the 
manufacturing world. I think the most important point 
in it is the reference to the foundation of a permanent 
exhibition of designs of British consumer goods. 


The provision of such an exhibition came within the 
original terms of reference of the Council, but hitherto 
it has not been practicable to stage it. 


The Council has now asked the Government to approve 
in principle the setting-up of a Design Centre for British 
Industry subject to the granting of the necessary funds by 
Parliament. Such an exhibition is badly needed to carry 
on the excellent work done by the C.o.1.D. behind the 
scenes. It would not only serve as a guide to manu- 
facturers, but would be a shop window for industry of 
great interest to trade and public alike. 
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Model of the new Architecture, Design and City Planning Block, Illinois Institute of Technology, Architect: Mies van der 


Rohe, which is to be erected next year at an estimated cost of $600,000. 


It will be the 20th new block on the I.1.T. 


campus in the last 10 years and will be an air-conditioned welded steel structure with suspended roof providing 52,000 


NEWS OF 


Housing Progress 


The number of houses completed in 
Great Britain during the month of 
June was 30,973 (June 1953 figure: 
26,598). During the first six months 
of this year private builders completed 
39,730 houses (55.9 per cent increase on 
1953 figure) and loca! authorities built 
116,552 houses (2.9 per cent increase 
on 1953 figure for same period). 


Claims for Increase in 
Rent for Repairs 


The form of notice to be used when 
the Housing Repairs and Rents Act, 
1954, comes into operation on August 
30, is contained in Regulations* made 
by the Minister of Housing and Local 
Government which were published on 
August 3. 

Under this Act landlords may claim 
a repairs increase in rent where they 
can show that they have done repairs of 
not less than a certain value within a 
specified period and that the house or 
flat is in good repair and reasonably 
suitable for occupation. The Regula- 
tions prescribe the form which the 
landlord must use to claim this increase, 
and the form of declarations he must 
make that the house is in good repair 
and that he has done the required work 
of repair. The landlord must give a 
general description of the work and 
state its value, so that the tenant can 
check the accuracy of the claim. 


*S I. 1954 No. 10% The Housin 
(Increase of Rent) Regulations, 1954. 
Price 9d 

S.1 1954 No, 
Regulations, 1954, 


1035 The Rent 
H.M.S.O. Price 


Restrictions 


square feet of floor space. 


THE WEEK 


Landlords must give their tenants at 
least six weeks’ notice of their intention 
to claim the repairs increase. 

The form which a tenant must use 
in order to pass on the appropriate 
proportion of any repairs increase to a 
sub-tenant is also given. 

New forms have also been prescribed 
that, after August 30, must be inserted 
in every rent book or similar document 
telling the tenant of his rights under 
the various Acts and the action he can 
take if he does not agree the amount 
of rent that could properly be charged 
or if he considers the premises are not 
in good repair or reasonably suitable 
for occupation. 

New forms have been prescribed also 
for claiming increases of rent under the 
existing Acts, for example, when the 
rates go up. 

Arbury Hall Decision 

The Ministry of Housing and Local 
Government, has, after consulting the 
Minister of Fuel and Power, decided 
that coal shall not be worked under 
about 36 acres of land, in the centre of 
which stands Arbury Hall, Nuneaton, 
a building which is listed as being of 
special architectural and _ historic 
interest. 

The Minister’s decision follows a 
local enquiry held at Nuneaton in 
January at which the National Coal 
Board sought permission to work two 
out of four seams in a pillar of coal 
underlying the land. 

It was stated on behalf of the Board 
that the coal in the two seams it pro- 
posed to work was of the highest 
quality: on the other hand the Board 


recognized the need to avoid damage 
to Arbury Hall. It had, therefore, pre- 
pared careful plans for a_ special 
method of working designed to mini- 
mize the risk of damage. If these plans 
were followed, the N.C.B. considered 
the building should settle evenly and 
without undue strain and that the 
efforts of mining the coal, either on the 
structure of the building or on its in- 
ternal decoration, would be negligible. 
The application was supported by the 
National Union of Mineworkers. 

In a statement read at the enquiry, 
Arbury Hall was described by the Min- 
ister’s advisory committee on buildings 
as the finest and most complete ex- 
ample of eighteenth century Gothic 
decoration in the country, its most 
notable element being the ceilings with 
elaborate plaster ribs and tracery. 

Representations were made against 
the application by Capt. Humphrey 
Fitz-Roy-Newdegate the owner of 
Arbury Hall, Warwickshire County 
Council, Nuneaton Borough Council, 
Birmingham and Five Counties Archi- 
tectural Society, Birmingham Archae- 
ological Society, the George Eliot 
Fellowship, the Society for the Protec- 
ion of Ancient Buildings and the 
Georgian Group. 

CORRECTIONS 

In the article on “Some Recent Ex- 
hibition Stands,” A. & B. N. 15.7.54, it 
was stated that the mobile in the Northern 
Ireland Stand, B.I.F., Earls Court Sec- 
tion, was by Thomas Houston. It was 
actually by Trevor A. Houston, Dip., 
Arch., A.R.L.B.A., A.M.T.P.I. 

CURRENT MARKET PRICES 

In the A. & B. N., July 22, under 
Glass there appeared the item “jin 
Calorexficast ditto.” This should have been 
“ bin Calorex cast.” 
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CORRESPONDENCE 


R.LB.A. External 
Examinations 


To the Editor of A. & B.N. 


Sir,—Instead of abolishing the 
R.I.B.A. External Examinations, as 
proposed by Mr. M. E. Taylor in his 
article in the A. & B. N. of July 22, 
less drastic and, it seems to me, a more 
just solution to the problem of archi- 
tectural education would be to institute 
a common Fina! Examination. 

The papers would be set and 
marked as in the External Examination 
and those at schools wishing to qualify 
as Associates would take their 
examinations at school under exactly 
the same conditions as the students 
sitting externally. 

Thus the school-trained students 
would have the advantage of having 
been prepared for the examination in 
a class and having set class examina- 
tions, but everyone would have the 
satisfaction of knowing that the same 
knowledge, ability and examination 
technique was required of everyone 
proposing to be elected an A.R.I.B.A. 

I should like to add that I have had 
experience as a student under both 
conditions and consider that the con- 
ditions for the external examinations 
are much harder than for school 
examinations. 

I am, etc., 


P. P. Gram. 


To the Editor of A. & B.N. 


Sir,—May I reply to the article 
“R.I.B.A. External Examinations” by 
M. E. Taylor, A.R.I.B.A., in your issue 
of 22nd ultimo. 

I should like to ask the question—in 
all seriousness—who is really entitled 
to object to the number of relegations? 

Mr. Taylor admits it is over twenty 
years since he sat for the Intermediate. 
He is surely therefore not entitled to 
express his opinion as to the attitude 
to the examinations of to-day’s stu- 
dents. I can assure him that to a very 
great number qualifying to-day has 
become a nightmare. 

If students present themselves time 
after time it surely indicates persever- 
ance, which is, I take it, a moral attri- 
bute to be commended. When a stu- 
dent does get through he is certainly 
better equipped by such hard-won 
knowledge than the “ brilliant” student 
who sails through with flying colours, 
and then finds that his knowledge has 
fallen off him like water off a duck’s 
back. If I may venture to be dog- 
matic, it is the so-called mediocre 
student in any calling who travels 
farthest and enriches his chosen profes- 
sion the most, as witness Sir Winston 
Churchill. 

If the Board of Architectural Educa- 
tion is concerned as to the future of the 
profession, as it must be, I do not think 
that it is entitled to regard the recent 


percentage of relegations as in any way 
likely to debase its future quality, or 
its status in the eyes of the public, who 
after all, invariably judge a man by 
what he does. 
I am, etc., 
REGISTERED ARCHITECT. 
(name supplied) 


Floor Warming 


To the Editor, A. & B.N. 

Sir,—I read Mr. Bruce’s reply to my 
letter published in your issue of June 
24 with surprise, and a measure of dis- 
appointment—surprise that Mr. Bruce, 
a Past President of the Institution of 
Heating and Ventilating Engineers, 
thought fit to spend time and space on 
sarcastic reference to what he terms, 
lack of experience, ignorance and/or 
“a deliberate policy on my part to 
lump a lot of things in the name of 
boiler efficiency.” 

Having re-read my letter, I make no 
apology for repeating the theme of my 
contention, viz., boiler efficiency is a 
totally different matter from that of 
overall efficiency of actual load de- 
mand, as Mr. Bruce must know full 
well, irrespective of whether the heat- 
ing medium be solid fuel, oil, gas or 
electricity. The degree of difference is, 
I contend, of material importance as 
between coal and electricity, and to a 
minor extent, between coal and oil or 
gas—disappointment that with Mr. 
Bruce’s unquestioned knowledge of 
heating subjects in general, he should 
make use of the undernoted quote as 
the preamble to his sweeping con- 
demnation of electricity : 

“Electricity is expensive as a heat- 
ing medium because nearly 80 per cent 
of the energy in the coal is dissipated 
in Power Station Plant and transmis- 
sion equipment.” 

I would strongly recommend Mr. 
Bruce to study the following quote ex- 
tracted from the recent report by the 
British Productivity Council : 

(a) On the present level of industrial 
activity Great Britain could save no less 
than 30,000,000 tons of coal a year 
without impairing any services, The 
money value of that might be put at 
more than £100,000,000. 

(b) From all the coal consumed in 
this country some 80 per cent of the 
heat is lost. 

(c) Over 1,000,000 tons of coal were 
saved in the power stations of the 
British Electricity Authority last year 
by increased efficiency in operation. 
The overall average thermal efficiency 
of some 300 steam stations was 23.22 
per cent in 1953, compared with 22.62 
per cent in 1952. The difference not 
only represented a great saving in the 
use of coal, but also an economy in 
costs of well over £3,000,000, and that 
despite the fact that their boiler-house 
plants consume a considerable tonnage 
of low-priced inferior fuels. “It was 
notable that for the first time in this 
country, three of the stations attained 
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an efficiency higher than 30 per cent.” 

Note: The data given under Item C 
takes no account of the many millions 
of units annually supplied to the grid 
from hydro-electric stations, without 
consuming sO much as a pound of the 
country’s coal. 

I can find no justification, from a 
study of the foregoing, to reconsider 
my strong belief in the wisdom of using 
electricity for specific heating schemes, 
more particularly so when the scheme 
involves intermittent heating for, say, 
seven to eight hours per day through- 
out a five-day week, in buildings such 
as Schools, Blocks of Offices, etc., and 
for considerably shorter periods, 
Churches, 

The following data may be of in- 
terest. During the past 25 years my firm 
have been responsible for the design of 
many large and small heating systems 
covering Steel Works, Factories, Hos- 
pitals, Schools, Public Buildings, etc., 
and the records show that slightly over 
93 per cent have had solid fuel, oil or 
gas as a heating medium, and, accord- 
ingly, less than 7 per cent were all- 
electric, a fact which I trust may con- 
vince Mr. Bruce that whatever the 
reason for his view déffering strongly 
from my claim for giving electricity a 
place in the heating world, I must re- 
ject his suggestion that it is due to lack 
of experience on my part, 

Furthermore, I find that from the 
heating schemes my firm have on hand 
at the present time covering fifteen new 
school buildings for the Department of 
Education, eleven are for solid fuel, one 
for gas and three all-electric, thus 
showing a notable percentage increase 
in favour of electricity. 

Finally, I have available a certified 
record of the electrical units consumed 
during the past year for a seventeen- 
classroom School, with usual corridors 
and ancillary rooms, which units after 
conversion to the coal equivalent fully 
support the efficiency claims made by 
Mr. J. W. Moule in his admirable 
paper delivered at the recent E.D.A. 
Conference. 

I am, etc., 
J. S. A. PRIMROSE, 
Senior Partner of 
Ramsay & Primrose, 
Consulting Engineers, Glasgow. 


(There was a misprint in Mr. Primrose’s 
previous letter (24.6.54) in which the 
formula in the third paragraph should be 
correctly “equals Y 2.24 1.2 0.7 x 
107 B.T.U.s”’’.) 


APPOINTMENT 


Mr. Herbert Jackson, F.R.I.B.A., of 
Jackson and Edwards, has been 
appointed consultant by Warwick Cor- 
poration for the layout of the proposed 
new Percy Housing Estate at Warwick 
estimated to cost £1}m. 

RETIREMENT 

Mr. J. E. Davison, L.R.LB.A., 
assistant architect Cambridge City 
Council, retired at the end of last month 
after 27 years’ service with the City 
Council. 
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New Shop tor Messrs. 
David Greig. 
Canterbury 


architects: 
ROBERT PAINE & PARTNERS 


consulting engineer: 
OVE ARUP & PARTNERS 


HE rebuilding of 23, St. George’s Street, Canterbury, 
destroyed in the Blitz, was commissioned by the 
owners in June, 1952. The site is part of the Canterbury 
City Area redevelopment and the new building was subject 
to planning and elevational control in accordance with the 
block scheme devised by the City Architect, L. H. Wilson, 
O.B.E., A.R.I.B.A., A.M.T.P.I. 

To comply with this scheme it was necessary to form 
a more than lofty shop giving a two-storey effect to the 
street and square and to contain the staff quarters and 
residential accommodation in a taller block behind. 

The scheme as built, with only slight modification, was 
designed in five weeks for submission to the owners who 
promptly and courageously accepted what was to them a 
revolutionary proposal. The scheme was then submitted 
to the City Council and, because of strong opposition by 
members of the Planning Committee, was put to a vote 
and approved at a meeting on October 1, 1952. 

Six firms of builders were invited and submitted tenders, 
and the contract was let to Messrs. G. H. Denne and Son, 
Ltd., in June, 1953. Work commenced on site on July 7, 
1953, and was finished on July 10, 1954, only ten days 
after the time stipulated. 


Plan 
The building is arranged in three parts, shop, offices 
and flats, stores and garages, and an enclosed yard is 
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Rear Elevation 
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TH |LIVING ROOM 


LONGITUDINAL SECTION 
SCALE: lin 32ft 


provided for loading and unloading goods. These parts 
and their separate functions are clearly expressed in the 
general form of the block and are set in a contrapuntal 
relationship. The shop extends under the block containing 
the offices and flats, below which is a basement for the 
heating plant and further stores. At the rear of the shop 
is the Butchers’ preparation room and the cold stores. The 
warehouse, which serves as a despatch room for country 
orders, communicates directly with the shop. 

One entrance serves the staff with direct access to the 
shop. A staircase serves the flats, of which there are two 
each with living room, kitchen, three bedrooms, bath- 
room and W.C. There are two garages, one for the shop 
and the other for the flats. 


Shop Layout 


The clients lay emphasis upon Personal Service in their 
shops and their intention is that by the use of a large 
number of assistants all equipped to take cash that service 
shall be as speedy as in Self Service Stores plus the benefit 
of attention and the fresh cutting of bacon, meat, cheese 
and cooked meats. 

The proportionate division of counters is therefore in 
favour of the meat, poultry, provision and cooked meat 
counters where space is required for cutting and carving. 
Grocery is concentrated and the tops of the counters used 


for the display of pre-wrapped goods. 

Very little in the way of window display is intended 
and the large plate glass windows show the shop in use 
to the best advantage. This was not felt possible behind 
the grocery counter where a showcase unit has been 
inserted. This contains displays intended to take the place 
of the familiar pasting of advertisements and prices upon 
windows, each department is allocated one to advertise a 
particular bargain. 


Construction and Materials 


The Shop and tall block are reinforced concrete framed, 
the warchouse and garages are in brickwork with rein- 
forced concrete roofs. 

The roof of the Shop is a 3in thick slab supported only 
by a beam in the party wall and by the freestanding 
columns of the arcade. The floors of the flats and offices 
are of thick slab construction supported direct on columns 
without beams. 

Foundations are of normal type in either strip or blob 
form. It was intended that they should be in plain mass 
concrete, but many disused wells were discovered which 
caused them to have to be enlarged or reinforced to bridge 
over the soft earth. 

Load bearing walls internally are of hard Asford and 
Naccolt bricks with Staffordshire Blue Bricks as a damp- 
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PLAN OF ARCADE AND 
DISPLAY BOXES 


Scale: tin=—6ft 


SECTION THROUGH THE 
VERTICAL BLOCK SHOWING 
THE STAFF STAIRS ON THE 


LEFT AND ACCESS STAIRS |TO 


proof facing below ground. Externally both load-bearing 
and facing bricks are Dorking Hand-made Sand faced. 

The roofs, save that of the garages, are covered with 
asphalt laid on light-weight foam slag screeds. All the 
outer surfaces are dressed with white grit. The garage 
roof, being visible from the street, is covered with a grit 
finished bitumen felt whose colour harmonizes with that 
of the wall panels. 

Taking into account that the new building can be seen 
against the Cathedral it was felt that its large wall surfaces 
should be made varied and interesting. For this reason 
the concrete framework is made visible externally but pro- 
tected from the weather with cement paint and zinc flash- 
ings, and panels are introduced of colour contrasting with 
the brickwork. These are rendered with Stonite. 

The marble facing of the wall at the end of the arcade 
is of Travertine from Italy, and its fine colour and pleasing 
surface seen from the arcade soaring out of sight make a 
dignified setting for the dedicatory inscription which will 
be carved there. 

The shop, being the reason for everything else, received 
especial care. The materials used for the outside are those 
which are intrinsically valuable and most likely to mellow 


THE FLATS ON THE RIGHT. 


Scale: tin. 


well, the exception being glass, the particular value of which 
is that it does not change. 

The visible part of the roof and the tops of the columns 
are sheathed in copper. The fascia and window riser are 
in Westmorland Green Slate of which in the fascia there 
are the largest single pieces procurable. The columns 
are faced with mosaic of small ceramic tiles. Joinery is 
of African mahogany and the trim is aluminium. The 
latter material is used also for framing the glass valance 
which protects the side of the shop from excessive glaze 
and screens the arcade. In lacquered form it appears again 
as the lightest material available for the suspended Thistle 
emblem. This was beaten out of sheets by Messrs. Morris 
Singer from a plaster model made by Mr. W. Day, A.R.C.A. 
Lettering is based on the shape always used for the firm’s 
note-headings, and the letters, which were made by the 
Lettering Centre, are lead coated as a protection against 
corrosion and stove enamelled. 


Fitments 


The majority of fitments were designed by the Architects. 
As a contrast to the solid tiled front meat-provisions counter 
all other counters are light in appearance. They are framed 
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up with lin diameter tube stove enamelled matt black with 
solid brass feet, having jin bent ply fronts veneered with 
Lagos Mahogany and with either l4in Sicilian Marble or 
Lagos Mahogany tops. The Butcher’s block is of Horn- 
beam with frame and slats of Jugoslavian Beech clear cellu- 
losed. The Accounts desk is Lagos Mahogany with con- 
tinuous screen in Perspex. Window display fitments have 
sin solid rod legs stove enamelled white, and an armour plate 
glass top bolted to the frame on rubber washers. 

Cold counters are provided for poultry and meat display. 


Shop Lighting 


The lighting of the shop posed a particular problem; 
because of its height access to fittings mounted upon it 
would be difficult, or alternatively its appearance would be 
spoiled by a large number of suspension wires. It was, 
therefore, decided to use an almost totally reflective scheme 
using 500-Watt flood lamps mounted at a level of 9ft from 
the floor, 5ft 9in apart along each side of the shop. Direct 
lighting is used at the back of the shop to provide a focus 
and the shop window is equipped with the usual 150-Watt 
spotlights. 


Heating 


Central heating is provided to Shop, Offices and Flats by 
one Ideal gas boiler in the basement. The shop is heated 
by 4in copper tube panels set in the 3in floor screed together 


ms. tee 
blind box 


+44 


+ 
+4 


with finned pipes placed beneath the windows to prevent 
condensation. Care has been taken to place the panels 
where they cannot affect perishable goods, where there is 
no heating, wood block flooring is substituted for tiles. 

The panel circuit uses low temperature hot water and 
is entirely separate from the high temperature circuit used 
for the Offices and Flats radiator system. 

Both circuits are thermostatically controlled by Satchwell 
controls mounted on the North wall of the Centre Block. 

The clients insisted on the minimum of maintenance and 
inspection of the scheme as they do not employ resident 
caretakers. Thus both circuits are controlled by time 
clocks. The Panel Time Clock goes over to “Night” 
temperatures at 5 p.m. on normal days and 1 p.m. on early 
closing day and Radiator Time Clock changes over to 
“Night” temperature at 10 p.m. on each day of the week. 
In order that heat shall not be wasted on the shop window 
pipes and in the staff quarters radiators between the hours 
of 5 p.m. (1 p.m. on early closing day) and, say, 6.30 a.m., 
the Panel Time Clock will close a motorized valve in the 
main flow pipe to these two portions of the system so that 
they will be “Off” when the shop panels are at “ Night” 
temperature. 

Supply of hot water to the office cloaks and preparation 
sink is by a Main No. 15 gas heater. 

Supply of hot water to the flats is by a Sadia electric 
storage heater in the kitchen. 


SECTION THROUGH SHOP 
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ELEVATION PLAN OF BOTTOM BRACKET 
DETAIL OF DOOR HANDLE 


General Contractor: 
BDENNE 42 SONG, LTO. 


Display Lettering: The Lettering Centre. 
Hlectrical Installation: Electron Engineering, Ltd. 
Emblem: Morris Singer, Ltd. 


Hardware: W. N. Froy and Sons, Ltd.; Nicholls and 
Clarke. 


Heating: Messrs, G. N. Haden and Sons, Ltd. 
Lighting’ Philips Electrical, Ltd. 


Loose Counters and Display Fittings: Harris and Sheldon, 
Lid 


Plastic Tiling: Neuchatel Asphalte, Ltd. 
Precast Floor Slabs: Concrete, Ltd. 
Refrigeration: D. P. Toomey and Co., Ltd. 
Sanitary Fittings: Alfred Olby, Ltd 

Slate: Setchell and Sons, Ltd. 

Specialist Steelwork: Scaffolding (G.B.), Ltd. 


Travertine Marble; Anselm Odling and Sons, Ltd., West- 
morland 
Wall and Floor Tiling and Mosaic Works: Summers and 


Windows: Henry Hope and Son, Lid. 


Main Entrance 


architects : 
ROBERT PAINE & PARTNERS 
Robert Paine, Charles Wright, 
Patrick Brown, Michael Crux 


structural engineers : 
OVE ARUP & PARTNERS 


heating engineer : 
H. J. KNOX, M.1I.H.V.E. 


quantity surveyors: 
WILLIS & THOMPSON 
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Extension to LADY 


architects: 


HIS extension to an existing factory was required to 
give two new production lines for the processing and 
canning of fruit and vegetables, together with ample 
storage room for empty cans and for sugar. It was also 
desired that offices, canteen and kitchen, cloakrooms and 
lavatories, and a fitters’ shop, previously housed in a 
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South-East elevation 


CANNERY, Faversham 
for British Fruit Ltd. 


ROBERT PAINE & PARTNERS 


variety of makeshift buildings on the site, should be 
brought together in better relationship to the production 
areas. 

The architects received their commission in November, 
1953, and it was stipulated that the new production lines 
should be in operation by the middle of the summer of 
1954. Demolition was begun in the last week of January, 
and production was started at the official opening on 
July 9, 1954, when the building was substantially 
complete. 

Dry processes and off-site preparation of components 
were arranged wherever possible in order to meet a very 
tight time schedule. The main framework in structural 
steelwork followed the spacing of stanchions in the 
existing building so as to facilitate intercommunication, 
and three new longitudinal bays each 20ft wide and 265ft 
long were added; two of these bays are roofed as one 
with north light trusses, and the third has a lower, flat 
roof. As the factory processes produce considerable 
amounts of steam, the whole of the structural steelwork, 
together with the underside of the roof sheeting and the 
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Lady Dane Cannery, 


first floor ceiling, were treated with ‘‘ Pyrok” spray, to 
reduce condensation. 

Except for two bays having an in situ filler joist con- 
struction, the whole of the upper floor and about one- 
quarter of the ground floor (over a cold store) are formed 
from precast prestressed concrete beams which were laid 
at high speed. Over the flat-roofed bay, asbestos cement 
cavity decking has a covering of bituminous felt, while the 
roof of the small lavatory block is in timber with 
bituminous felt. 

External cladding and roofing generally are in asbestos 
cement, with an area at ground floor level in transparent 
‘* Perspex” sheeting. The main glazing is based on a 
standard industrial sash module running the whole length 
of the building on the south-east side, and giving extensive 
views of the pleasant Kentish countryside whence the 
raw materials for the factory come. The upper floor 
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Faversham 


storage area and the kitchen receive light also from a 
continuous run of north light glazing. 

Finishes in the canteen area and in the offices are 
emulsion paints generally, with wallpapers in the Area 
Manager’s Room and Factory Manager’s office, while the 
Staff entry hall is lined with ash and mahogany faced 
panels. The floor of the staff entry is in Westmorland 
green slate (Broughton Moor), which is also used in the 
works entry, where three of the polished panels have an 
incised decoration of fruits and vegetables to the design 
of Mr. W. C. Day, A.R.C.A. 

Electrical work, heating and water supply were 
specifically excluded from the main contract, and were 
undertaken by the factory staff or by direct contract 
with the client; in the offices area light fittings were 
selected by the architects. Furniture in the canteen and 
offices was selected by the client. 
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Lady Dane Cannery, Faversham 
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Sub-contractors: 


Alum nium Fascia; Henry Hope and Sons, Ltd. 
Asbestos Cladding: Roberts Adlards, Ltd. Bricks 
Eastwoods, Ltd. Cloakroom Fittings: A. J. Binns, 
Ltd. Door Sliding Gear: BE. C. Henderson, Ltd. 
Exterior Planting: Duruz and Sons, Ltd. Fascia 
Lettering: Morris Singer, Ltd. Felt Roofing 
William Briggs and Sons, Ltd. Fencing: Peerless 
Fencing, Ltd. Floor Tiles: Wheatley, Ltd. Hard- 
ware: W. N. Froy and Sons, Ltd. Internal 
Plants: Elm Garden Nurseries, Ltd. Kitchen 
Equipment: Gardiner and Gulland, Ltd. Lavatory 
Cubicles: Henry Hope and Sons. Main Glazing, 
North Light Glazing: Henry Hope and Sons. 
Paints: Docker Bros., Ltd. Partitions: Stramit, 
Lid. Plastic Tiling: Neuchatel Asphalte, Ltd. 
Precast Floors: Concrete, Ltd. Sanitary Fittings: 
Alfred Olby, Ltd. Sewage Disposal Apparatus: 
Hartleys, Ltd. Slate Flooring: Setchell and Sons, 
Lid. Steel Protection: C. and T. (Pyrok), Lad. 
Structural Steelwork Redpath Brown, Ltd. 
Suspended Ceilings: G. C. Horsburgh, Ltd. Wall 
Tiling and Fascia Tiling: Carters, Ltd. 
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Lady Dane Cannery, Faversham 


architects: ROBERT PAINE & PARTNERS. 
Robert Paine, Charles Wright, Michael Crux, Patrick Brown (Co-ordinator) 
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Detail of clerestory light and eaves to the small flat Typical corner details at ground and first floor levels 
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Top photo: 
The entrance 
front. 


Right: View 
from S.W. 


Sandling Park Farm 
NEAR HYTHE, KENT 
ARCHITECT: E. D. JEFFERISS MATHEWS, 0.B.E., F.R.1.B.A.. 
of J. DOUGLASS MATHEWS AND PARTNERS 


CHIEF ASSISTANT: R. S. POOLE, A.R.1.B.A. 


HE original mansion house of Sandling Park, a large 
building designed at the end of the 18th Century 

by Joseph Bonomi, was totally destroyed by enemy action 
during the war. The Home Farm, a building of some 10 
bedrooms, was also totally destroyed. The owner, Major 
A. E. Hardy, obtained a building licence in 1949 to build 
in place of these two houses a small house and a cottage. 


| ry 
a * 
4 
oD) 
/ 
i 
terrece | 


It was decided to build these as a 
combined building on the site of the 
original mansion house and as far as 
possible to relate the new building to 
the surrounding lawns and terraces of 
the original house. The problem con- 
fronting the architect was, therefore, to 
design a building of comparatively 
small size in such a manner that this 
relationship was achieved—for ex- 
ample, in relating the new building to 
the central feature of the terrace, the 
lily pond, the drive, and to a lesser ex- 
tent the remaining adjoining cottages 
and stables, the latter being a 
prominent feature along the main FIRST FLOOR 
entrance drive to the house. 


5 5 is —y 
Basis of Design and Siting SCALE OF Freer 


This problem was solved by a 
narrow house of three wings in the 
form of a “Z.” By this means the 
various focal points could be related 
to the building, such as the “ picture” 
window in the living room being ‘on 
the centre line of the terrace feature, 
and the side windows of the same room | 
axial to the lily pond. The off-centre 
small “ picture ” windows of the dining- 
room and bedroom above being axial 
with another existing garden feature. | ws 
Owing to the difference in the size of | as -4 
the new house from the original it was | 
not possible to make use of the 
original foundations nor the extensive ¢ 
cellars of the original building. ‘These 4 
were, in fact, a liability which neces- 
sitated certain costs being sunk in 
foundation beams to span parts of the ~ 


Living 


old cellars. It was necessary to extend is 
the drive area to reach the new house. ““7~~“T— | fey GROUND FLOOR 
The design includes provision for ae 


future extension by extending the 

first-floor gable end over the main planted so that in the future, when prevailing at the time the building was 
entrance in the form of a porte these have matured, there will be a _ being erected. 

cochére. The owner of the house is closer relationship between the build- 
a well-known horticulturist and the ing and surrounding ground. 

large areas of walling unbroken by Construction structural internal cross walls. The 
windows were provided to enable cer- The structural form was governed first floor is a proprietary pre-cast con- 
tain particular plants and shrubs to be by the shortages of steel and timber crete joist and in situ concrete overlay 


[Continued on page 194 
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cavity brick external walls and solid 
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Main entrance S.W. elevation showing ‘‘picture’’ windows 


4 
Ls — 
4 
| 3 Beto etos eco 
i 
| 
— 
| — = 
Li} 
oO} 
jc 
Is 
| 
Barn | 
al eto 2 
rm 
| | 
| 
on cic .oa KITCHEN 
— riety | 
wae 
ry | 
orrice coats 
r+ 
2 


THE ARCHITECT and Building News, 12 August 1954 


heed ex 552° 


top en 255° 


| 
| qiering der ex 241%" 
Opening vent 


} bottom rail es | 


woter bar 


jemb ex 552° 


| 

TOPS 
bronae opening vent 


stiles en 203° 


Window details 


mahogany 
wen polished ok 


brickel curb 


finished bricket hearth 
floor 


tases 
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Top photo: The dining-room (details of the 
“« picture’’ window are shown on page 195). 
Middle: The living-room fireplace. 
Bottom picture: The foot of staircase 
(details on page 195). 
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construction. ‘The roof structure is 
timber of various purpose-made truss 
forms to meet varying requirements of 
span. Non-structural partitions are 
wood wool. Plastered ceilings are 
fibre board panels suspended from the 
precast floor joists and roof ties and 
set with a skim coat of soft lime 
plaster. Attention to sound absorption 
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Detail of 


internal surround 
to West “ picture”’ 
windows. 


Exterior and interior of living-room showing South window (details below). 


and the reduction of sound transmis- 
sion was a feature of the construction. 
Plumbing was almost entirely internal. 
In areas where there was a concentra- 
tion of pipework, such as over the 
utility room and pantry, demountable 
hardboard ceiling panels at a slightly 
lower level] than the general ceiling 
height have been used to conceal the 
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plumbing. This has enabled the traps 
of the lavatory basins in the rooms 
above to be placed within this floor 
space so that they are out of sight in 
the rooms. By this means a “clean” 
appearance has been achieved without 
incurring costs, which would have 
been prevented by the building licence 
limit, in the more usual method of 
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enclosed plumbing spaces below 
lavatory basins. The exposed floor 
joists above the main entrance are the 
actual precast concrete members of 
the floor construction. 

The segmented arches of the 
ground-floor windows are structural, 
both inner and outer skins being 
arched, and thereby saving in steel for 
reinforced lintels was achieved. The 
first-floor windows are placed directly 
under an in situ cast concrete roof 
plate, one of the few items involving 
steel, and in this case, serving two 
purposes, it represented an economical 
use of this material. 

The facing bricks are red—at 
present rather “hot” in tone, but they 
were chosen to blend, when weathered, 
with the brickwork of the pre- 
dominant stable biocks referred to 
above. The roof is slated, again to 
blend with the stables and in the 
tradition of many buildings in this 
part of Kent, the slates for generations 
having been barged to the Kentish 
ports from the west and north of 
England. The hardwood windows are 
painted white and all trim, such as the 


precast concrete surrounds to the 
“picture” windows, eaves and gable 
verges are also white. Rainwater 


gutters and down pipes are in pressed 
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Section through tread and riser and, right, cross-section through stairs. 


steel and painted grey. The front door 
was designed from material salvaged 
from the original building and is in 
oak. 


Interior Materials and 
Finishings 


The limitations imposed by the 
building licence necessitated very 
simple and economic finishings. A 


DINING ROOM e BEDROOM 38 

WEST WINDOW 
Slate shelving was reused for 
paving in the entrance hall. 


good deal of salvaged material was 
available from the original house, old 
oak joinery, oak flooring, slate shelving 
and the original cedar wood panelling, 
which had been cut from trees on the 
estate and had been removed from the 
original house at the outbreak of the 
war. This panelling was reused as a 
dado in the dining-room. The oak 
treads of the staircase, which is in situ 
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cast reinforced concrete construction, 
the balusters and other joinery were 
reworked from the old materials. 
Slate shelving from the old larders was 
used for paving in the entrance hall. 
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The walls generally are plastered 
with a soft lime plaster, finished with 
a wooden float and distempered. 
Window cills and skirtings are tiled. 
Where salvaged timber was not avail- 


SANDLING 
FARM 


Reinforced concrete sus- 
pended floors: Limpus 
& Sons. 

Bricks: R. Y. Ames. 

Roofing: Roberts Adland. 

Bronze window night 
vents: C, E. Welstead, 
Ltd. 

Living-room fireplace: 
Bratt Colbran, Ltd. 
Electrical installation : 
A. W. Sclater & Son, 

Ltd. 

Sanitary fittings: 
& Palmer, Ltd. 

Ironmongery: Yannedis 
& Co., Ltd. 

Cork flooring: 
(Prov.), Ltd. 

Stainless steel sinks: 
Pryke & Palmer, Ltd. 

Fitted cupboards and kit- 
chen equipment: John 
Sadd & Sons, Ltd. 

Metal balustrades: Alfred 
Olby, Ltd. 

Doors (flush): Wm. 
Mallinson & Sons, Ltd. 


PARK 


Pryke 


Catesbys 


able the flooring is cork tiles. In the 
pantry and kitchen the fitted cup- 
boards are generally formed of 
standard mass-produced units: in 
these rooms the flooring is rubber. 

The large “ picture ” window in the 
living-room was designed to give a 
living landscape picture over the 
owner’s land and so placed and 
balanced to give a good proportion of 
land to sky when seen from the normal 
arrangement of furniture around the 
fireplace. The wide and long shelf in 
the fireplace recess was designed par- 
ticularly to accommodate the indoor 
flowers and plants which the owner 
had been accustomed to have in the 
original house. The fireplace surround 
is polished Ancaster stone. 

The casement windows have no 
mullions and are secured’ with 
espangelot bolts so that, when fully 
opened, a large unobstructed opening 
is obtained. To provide limited 
ventilation when the full opening is not 
required, one light in each pair has 
a narrow-section bronze opening night 
vent in one of the glazing squares. 


Services 

To reduce labour costs, electricity is 
used for water heating and space heat- 
ing. The former is served from two 
main electric storage-type heaters and 
the latter by tubular heaters. 


Quantity Surveyors; Messrs. Harris 
and Porter. 


Contractors : 
and Paramor 


General 
Hayward 
Folkestone. 

General Foreman: Mr. Philpott. 


Messrs. 
Ltd., 
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The creative element 


Semastic Decorative Tiles 
enhance the beauty of the Salon de Reception, 
Pavillon d’Espagne, Cité Universitaire, PARIS 


in modern flooring 


In fine flooring installations all over the world you will see the results of 
creative planning by the SEMTEX design group. It is often a great help to the 
busy architect or builder to know the Semtex company can be relied upon to 
design floors just as competently as they lay them. Whether requirements 
call for an original scheme or for a floor plan to harmonize with an 


existing interior, Semtex artists and designers are at your service 


SEMTEX LTD., a Dunlop Company SEMTEX HOUSE, THE BROADWAY, WELSH HARP, LONDON, N.W.9 
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WATER TOWER AND~ BOILER’ FLUES, SCHOOL RUISLIP 


ARCHITECTS: YORKE, ROSENBERG & MARDALL 
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FOR NEW DEVELOPMENTS 
IN METAL WINDOW DESIGN 
CONSULT 


HOPES 


pioneers since 1818 with the cup pivot,lok’d bar joint, 
cam opener, 2-point handle and friction hinge 


HOPE’S “NO FINES” SUBFRAME 


completely frames and weathers the concrete 
opening, provides wider views for the tenants, 
and is a contrasting feature to the wall texture. 


now bei ‘No Fi "Constr 
‘AG. Sh id Fidler FRIB.A. City Architec 


HENRY HOPE & SONS LTD 


Smethwick, Birmingham & 17 Berners St., London, W.1 
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MINERAL 


* WING to past and present 
mineral workings the site is 


not -considered safe for building 
purposes.” 

“Owing to future workings the 
N.C.B. cannot recommend the site 


your Council has put forward for the 
consideration of the Board for future 
development.” 

“The site may only be built upon if 
the necessary precautions are taken in 
the foundations and structures of the 
proposed building as suggested by the 
Board.” 

Phrases such as these are quite 
commonplace in a coal-mining area. 
They appear at regular intervals in the 
discussions of local authorities in con- 
nection with housing sites. Little is 
said if the report from the N.C.B. is 
favourable but if it is the reverse the 
discussions are usually reported at 
length in the local paper, if the press 
is allowed in the particular area to 
attend committee meetings. 

References such as these appearing 
in the papers raise doubts in the minds 
of private architects as to the action 
they should take on behalf of private 
clients. I have found from experience 
that private architects look at the 
problem from two points of view. A 
minority—I am pleased to say it is a 
minority—ignore the question and live 
in hope that the building will not 
suffer any structural damage. To 
cover themselves they sometimes 
strengthen the foundations, just in 
case, without making enquiries as to 
whether this additional and costly pre- 
caution is really necessary at all or, 
alternatively, whether the site is unsafe 
regardless of what structural precau- 
tions they might take. Presumably 
they consider fees before their client, 
being frightened that, if the site is 
found to be unsafe or additional pre- 
cautions are necessary, thereby adding 
to the cost, their client will abandon 
the project. 

The majority, quite rightly, consider 
the client and also their reputation and 
enquire into the question of stability, 
regardless as to whether it may mean 
the loss of a commission. Just con- 
sider, if an architect omitted to investi- 
gate the mineral position and shortly 
after a building was completed cracks 
appeared in the structure and it was 
then discovered that no enquiries had 
been made into the question of the 
safety of the site. His client would, 
in my estimation, have every reason 
for considering him an incompetent 
adviser. How far, if at all, a client 
could hold an architect responsible in 
law I do not know but his comments 
to his business acquaintances would, I 
feel certain, be of a nature which 
would be adverse to the architect’s 
future prosperity within that area. 

If you are doubtful as to whether 
the commission you are asked to 
execute falls within an area where 
there is at present coal or perhaps 
what is more important, where coal 
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SUBSIDENCE 


may be worked in the future, I would 
suggest you contact the Planning 
Authority for the area, as they should 
be able to assist you in this respect 
from their records. 

If you obtain a commission in a coal- 
mining area and are at all in doubt 
about the stability of the site or feel 
that you should seek expert advice, 
you can engage the services of a 
mining engineer, although now that 
the mines have been nationalized there 
is only a limited number available. I 
should point out that under the Coal 
Industry Nationalization Act, 1946, 
Section 52, and Statutory Rules and 
Orders, 1946, No. 1675, provision was 
made for a private person to inspect 
the plans of workings under a site, on 
payment of a charge of 2s 6d per plan 
per day, but unless you have had train- 
ing as a mining engineer you would, 
I feel sure, learn littl from your 
inspection. I would, therefore, advise 
you, with the consent of your client, 
to engage the services of a mining 
engineer, particularly if the project is 
of any magnitude. If you are unaware 
of a private surveyor I would suggest 
you write the Secretary of the Royal 
Institution of Chartered Surveyors. 

Why not go direct to the National 
Coal Board and ask their advice on the 
stability of a site? This, on the face, 
appears the logical answer. There are 
a number of reasons why I would not 
advise this course. First, the Coal 
Board Mining Engineer, however im- 
partial he tries to be, is quite naturally 
bound to place the interest of the Coal 
Board first and he is going to err on 
the side of safety in the Board’s 
interest, particularly if there is any 
likelihood of the Board being respons- 
ible for the cost of repairs necessitated 
by subsidence damage. Secondly, as 
there is no scale of charges for this 
work, he would be giving his expert 
advice free and I know from experi- 
ence that the Board’s mineral engineers 
are extremely busy men and would not 
welcome this additional burden. 

Your independent mining engineer 
may suggest in his report on the site 
that, to prove the safety of the site, if 
old workings are suspected to exist of 
which the N.C.B. have no record, 
bores be sunk near the outcrop to 
prove whether or not coal has been 
worked in the past by what is com- 
monly known as the stoop and room 
or pillar and stall method. 

The general principle in this method 
of working (stoop and room) is to 
leave pillars of coal to support the 
surface. In very early workings, how- 
ever, the pillars left were often small, 
having a cross-sectional, or supporting 
area of little more than 50 square yards, 
and sooner or later they are bound to 
collapse. 

If the pillars have already collapsed, 
the voids of the early excavations will 
have disappeared. The surface will 
have subsided and may be compara- 
tively safe from further movement. If 
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the pillars are still standing, and the 
strata above them is relatively weak— 
consisting of soft shales and clay— 
additional surface weight might bring 
about an unfortunate’ subsidence. 
Even without additional surface weight 
subsidences in the form of large or 
small pot-holes may appear at any 
time and especially during an exces- 
sively rainy season. 

If there should be strong strata 
above the pillars, such as a bed of 
sandstone, say 30ft or more thick, 
then there will be no danger from pot- 
holes. Any subsidence that does take 
place will be steady and gradual, over 
the whole undermined area, as the 
pillars of coal slowly disintegrate and 
the bridging platform of strong strata 
imperceptibly sinks. 

Dwellinghouses can be erected on 
sites over these strong beds of strata 
with little risk of trouble because of 
the comparatively shallow early work- 
ings. It would be inadvisable, how- 
ever, to use such sites for industrial or 
valuable, large buildings. But, before 
a proper decision can be made about 
the suitability of a site over old 
shallow workings for any building 
purpose, the site, as I have said may 
be suggested by a careful mining 
engineer, would require to be proved 
by bore holes. 

This can be quite an expensive 
undertaking but the advice should not 
be ignored. It is advisable to approach 
the N.C.B., who have had considerable 
experience in boring in connection with 
their opencast working, to supply you 
with the names of reputable firms who 
will carry out this work. They will 
also advise you as to the depth the 
bores should be sunk, Your mining 
engineer will be able to translate the 
result of the bores into a language 
which is understandable regarding the 
load-carrying capacity of the site. 

Having chosen a firm I would sug- 
gest you ask for an estimate, This will 
be given in gost per foot of bore but, 
having obtained advise on the depth 
to which you should go, you will be 
able to estimate for the benefit of your 
client what it will cost approximately 
to prove the safety or otherwise of the 
site. 

You may well ask whether, in a coal- 
mining area, it is necessary in every 
case to obtain a mining engineer's re- 
port. If the majority of your work .is 
likely to be in such an area the whole 
problem of mineral subsidence is 
worthy of careful study in the interest 
of both your clients and your own 
satisfaction from a business point of 
view. 

Whilst it is dangerous to generalize 
in connection with this unstable prob- 
lem, you may well decide that, for 
example, if the building your client 
proposes to erect is within a densely 
built-up area and the majority of the 
buildings fall within the class for which 
the N.C.B. are responsible for repairs, 
it is no doubt safe to advise your client 
to build without consulting a mining 
engineer, since it is obvious that the 
N.C.B. will not undermine properties 
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unless they are of the opinion that the 
depth of their workings is so great that 
subsidence will be of a minor nature. 

If your practice is within a coal- 
mining area I would advise you to pur- 
chase a set of geological maps, as from 
these you will be able to trace the out- 
crops of the seams and in some cases 
the slope of the seams. Pay special 
attention to the position of the out- 
crops, as it is often within the area of 
these that structural damage from old 
shallow workings (in some cases of 
which the N.C.B. have no records) 
occurs. 

Do not be misled by the fact that a 
particular seam of coal, which you are 
aware is being worked, is at a consider- 
able depth and you therefore feel it can 
be discounted as far as subsidence is 
concerned, Subsidence depends on so 
many factors, such as the geological 
formations between the sear and the 
surface and the number of worked or 
likely to be worked seams and their 
thicknesses. If in doubt I would ad- 
vise obtaining the services of a mining 
engineer. 

In addition to future subsidence, 
many architects in coal-mining areas 
are asked to advise clients regarding 
claims for damage to property, caused 
by mining subsidence. Under the 
Coal Mining (Subsidence) Act, 1950, 
the Act generally requires the N.C.B. 
to carry out or pay for the repair of 
structural damage to small dwelling- 
houses, if it is thought that the damage 
has been due to coal-mining subsid- 
ence. I used the phrase “small 
houses” but in actual fact the damage 
may be to houses, flats, maisonnettes or 
parts of buildings which are used as 
dwellings but which must not have a 
rateable value (subject to review) 
greater than £32 in England and £52 
in Scotland. Damage to any dwelling- 
houses above these rateable values or 
any other property, does not qualify for 
repairs or payment, 

If you are asked to make a report for 
a claim, the repairs that the Board are 
required to carry out include, in addi- 
tion to the structural repairs to the 
dwellinghouse, repairs to any out- 
house, fence, gas, water pipes or drains. 
The Board will also make good the 
decorations of the repaired parts of the 
premises so far as they may be neces- 
sary and reasonable. 

It should be noted that the Coal 
Board are required to carry out or pay 
for reasonable repairs, They are not 
obliged to completely renew or restore 
damaged property. 

Notice of damage should be given 
on a form obtained from any office of 
the N.C.B. and should be returned as 
soon as possible, 

As subsidence is an action which 
may continue over quite a lengthy 
period, the N.C.B. may inform the 
owner that they will postpone perma- 
nent repairs until they think that these 
can properly be carried out, The 
N.C.B. must, however, in the mean- 
time, carry out any urgent or temporary 
repairs, or pay for them if the owner 
has had them carried out. In this con- 
nection, however, you must advise the 


N.C.B. if you are proposing, and before 
you actually carry out, immediate 
essential repairs. If the property is in 
a very bad state after the damage, the 
N.C.B. may pay for the loss in value of 
the property instead of carrying out 
repairs. 

Whilst subsidence is a specialized 
subject, it is one which private archi- 
tects in a coal-mining area would do 
well to study more carefully in the 
interests of their clients. 


M. E. TAYLOR 


LIBRARY NOTES 


The Restoration of Old 


Houses 


By Hugh Braun, F.S.A., F.R.1.B.A. 
London, Faber & Faber, 16s. 


HIS is a very useful book, packed 

with valuable _ information, 
thoroughly indexed and provided with 
a glossary of technical and architec- 
tural terms. It is well produced and 
illustrated with 14 excellent photo- 
graphs of charming old buildings. 

Unfortunately, in the first chapter 
the author seems to go out of his way 
to be rude to the younger generation of 
architects. This is a serious tactical 
error because if his book is to have any 
beneficial results it can only be by en- 
listing the sympathy and understanding 
of the architects he so mercilessly 
attacks. An architect or student pick- 
ing up the book by chance and glanc- 
ing through the introductory pages 
would almost certainly feel that it con- 
tained nothing but the grumblings of 
a prejudiced person. As a conscien- 
tious reviewer I was obliged to read 
on, and in the later chapters found 
much useful advice, obviously based 
on experience and study. I would 
strongly recommend all architects 
to persevere and either to start 
at Chasen Two or to ignore such 
unjust generalizations as this on page 
14: “The modern architect has hardly 
time for wzsthetics—certainly none for 
antiquities”; or page 15: “The anti- 
quaries fight for us, but are hampered 
by lack of technical assistance, especi- 
ally from the architectural profession 
whose interests are generally on the 
side of the Philistine.” 

Statements of this kind are unfair 
to the vast majority of architects and 
calculated to prejudice them against the 
book, and they are also likely to dis- 
courage the employment of architects 
by the owners of ancient buildings. 
There is, in fact, a genuine interest in 
historic buildings among students in 
the more progress-schools of architec- 
ture, and this interest is on the increase 
now that design in historical styles is 
no longer forced upon reluctant pupils. 
Practical experience of restoration work 
is naturally difficult to obtain, and it is 
to the old hands that the young archi- 
tect will look for advice, but the 
student will not be encouraged to take 
advice, however good, if it is accom- 
panied by unjustified abuse. 
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The only other serious criticism that 
can be levelled against this book is the 
choice of illustrations. Mr. Braun 
says that the antiquary “may be 
seriously hampered in his investiga- 
tions through ignorance of the system 
upon which buildings are designed and 
constructed,” and a little later he says: 
“The amateur fashion in which the his- 
torical side of architectural research is 
conducted leads students to concern 
themselves only with esthetic or ex- 
ternal aspects of the subject. Ignorant 
of buildings, they are unable to treat 
buildings as such.” Yet the illustra- 
tions, charming as they are, are con- 
cerned only with appearances—and 
external appearances at that. There is 
not a single photograph illustrating the 
methods of construction and processes 
of restoration discussed in the text, and 
not a single diagram to explain the 
technical processes described. 

The value of this book both to the 
architect and to the amateur would 
be vastly increased if in a future edition 
it could be illustrated with plans, 
sections and details, rather than with 
picturesque but largely irrelevant 
photographic studies. Its value as a 
reference would be further enhanced 
if the paragraphs referring to particu- 
lar aspects of construction were headed 
or indicated by marginal references in 
the manner of a specification. If at the 
same time the First Chapter could be 
rewritten in a more tactful fashion 
Mr. Braun’s work would without doubt 
become a standard reference book for 
those who have the duty and privilege 
of preserving the valuable old buildings 
that still remain to us. 


V. BRANDON-JONES. 


Practical Design of Simple 
Structures, Vol. 2 


By Dr. David S. Stewart, M.I.C.E. 
Constable. 25s. 


HIS second volume of this series 
deals with columns, trusses and 
bridges. The reception this volume 
has received since it was first published 
in 1929 may be judged by the fact that 
it is now in its third edition and has, 
in addition, been reprinted three times. 
In this third edition the text has been 
rewritten where necessary, to conform 
with the latest specification. If a com- 
parison is made between this edition 
and the first, it is evident that a con- 
siderable amount of new material has 
been added. 

The author has attempted a difficult 
task in connection with the explaining 
of structural design, namely, that of 
explaining how the principles he 
expounds can be used to apply to 
various sizes and designs. The usual 
practice is to give an example and leave 
the student to glean from this, if he is 
able, how to adapt it to his particular 
case. 

The text and calculations have been 
so presented that they can be readily 
understood and appreciated. A most 
comprehensive volume. 
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It sounds like wood, and it feels like wood—for the very 
simple reason thag Lloyd Hardboard is made from wood and— 
nothing else. Every batch is tested to comply with BSS 1142/53 

before leaving the factory, so you can be certain that 


you won't get a better board 
than Lloyd Hardboard 
made in Britain by Bowaters 


2 ~ LLOYD HARDBOARD IS MADE IN THE FOLLOWING SIZES: 
5 x8’ or 3/16" 4 6’, 8’, 9’, 10° and 12’ x or 3/16" 


BOWATERS BUILDING BOARDS LIMITED 


BOWATER HOUSE, STRATTON ST., LONDON, W.!. TEL: GROsvenor 4161 
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A ROOF LIGHT == 


Reinforced Concrete and Glass 


Exhibition Hall at the 
British Electricity Authority 
new Showrooms and Offices at 
Gabalfa, Cardiff. 
Architects : 


Sir Percy Thomas & Son. 


We should be pleased to send you 
our Brochure P45 giving data 
and applications of our many 


GLASCRETE = Constructions. 


Queen Victoria St, LONDON. 
CENiral 5866 (5 lines) 


announce ...... 


Dorman “Diolux” Bulkhead 


Lighting Fittings were used 
exclusively on the Royal Yacht 
“Britannia”. 


The lighting fitting with a thousand applications. 


I’s DORMAN . 
. . it’s dependable 


WRITE FOR LEAFLET PSM 10254 


DORMAN & SM ITH LTD 10 EMERALD ST. 249 ST. VINCENT ST. 11 COLLEGE SQ. NORTH 


LIGHTING DIVISION - MANCHESTER 5 - and at LONDON GLASGOW BELFAST 
w.c.il C.2 
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Precast and 
Prestressed 
Concrete 


Construction 


consulting Engineer: 
E. W. H. GIFFORD 
8.Se., A.M.1.C.E. 


The new workshop at the Ber- 
mondsey premises of the Liverpooi 
Artificial Stone Co., Ltd., makes use 
both of units cast from standard moulds 
and of prestressing in its construction. 
The precast units used for this build- 
ing are designed to allow for consider- 
able flexibility in arrangement. 

The workshop is 75ft long by 45ft 
wide. Its frame consists of precast, 
prestressed concrete trusses supported 
on columns at 15ft centres. Precast, 
prestressed concrete purlins carry the 
asbestos cement roofing. The Gifford- 
Udall-C.C.L. prestressing system was 
used in both the trusses and the purlins. 

The 45ft trusses are each made up 
of fifteen precast units. Some of the 
units were cast as separate triangles of 
different sizes, each including a section 
of the bottom boom, an upright and 
a raker. The top boom was precast in 
short, straight lengths which extend 
from one upright to the next. The 
centre upright was also precast as a 
separate unit. Caulked mortar joints 
were made between all the units, which 
were then stressed together with a cable 
passing through a duct in the bottom 
boom and anchored in precast end 
blocks. 

The precast purlins, which have a 
“fish-bellied” profile, were post- 


Post-tensioning a purlin 


199 


Completed 


tensioned with wires passing along a 
groove formed in the bottom of the 
web. After stressing was completed 
the groove was filled with cement 
mortar. The supporting columns jor 
this workshop were of precast, re- 
inforced concrete. In situ reinforced 
or prestressed concrete columns can, 
however, also be used with these 
trusses, or they can be built on to brick 
piers or any other suitable form of 
support. The standard units can be 
combined to cover any span from 1é6ft 
to 45ft. For shorter spans than 45ft 
the same profile of the truss is main- 
tained, but the length of the end blocks 


structure before cladding 


and the height of the centre upright are 
varied, and certain of the larger tri- 
angular units can be omitted. The 
trusses are designed to carry asbestos 
cement sheets or wood-wool slabs. 

Successful tests have been carried 
out on two of the trusses, which failed 
at exactly the calculated ultimate load 
of 17 tons for each truss. The cost of 
the complete framework for this build- 
ing was approximately 3s per square 
foot of floor covered. 

The precast units are manufactured 
by the Liverpool Artificial Stone Co., 
Ltd., who also constructed the work- 
shop. 


Detail of truss 


| 
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WOSAIGS 


FITTINGS 
SANITARY 


A powder-type hand cleanser, designed for use in 
industry, by Borax Consolidated, Limited. Known 
as Boraxo, the cleanser, which has proved popular 
in the U.S.A., is claimed to combine the effectiveness 
of a heavy duty cleanser with the mildness of a baby 
soap, and will efficiently remove grease, grime and 
chemicals from workers’ hands. The product 
contains no insoluble or abrasive fillers and the action 
necessary to remove ingrained dirt, or penetrate 
oily films, is provided by small grains of borax which 
slowly dissolve during the hand-washing operation. 


B.S... EXPORT PANEL 


@ The British Standards Institution 
announces the formation of a _ small 
Export Panel consisting of leading in- 
dustrialists who are actively engaged in 
the markets of the world. The Panel will 
advise B.S.I. on how best it can assist 
export trade. 

The volume and range of overseas 
work connected with standards has 
increased greatly in recent years, and has 
become a factor of growing importance to 
our exporting industries. The develop- 
ment of national standards in overseas 
countries has a direct bearing on British 
manufacturers’ export activities, and 


therefore demands that British industry 
should, through the B.S.1., take a leading 
part in influencing developments in the 
international standards field. Fundamen- 
tally B.S.I.’s job in this sphere is to limit 
the necessity for British manufacturers to 

produce a variety of goods to comply with 
PLANT a variety of different standards in different 
SITE GEAR countries. To enable manufacturers to 
E2/15 take account of other countries’ standards 
in their production for export, B.S.I. pro- 
vides British industry with a complete 
service of information about overseas 
standards; and it is equally necessary that 
in formulating British Standards full 
account should be taken of the require- 
ments of export markets as expressed in 
their own standards. 


The proper execution of this service to 
British industry calls for the best guid- 
ance which exporting industry can offer 
to B.S.I., and it is on these levels that 
the new Export Panel will operate. One 


Boraxo is used from a vitreous-enamelied steel 
dispenser, a few taps of the plunger providing enough 
powder for each wash. 


Le Grand, Sutcliff & Gell Led., of Southall, Middlesex, 
are producing the ** Le Grand 16/20 Soil Borer,’ * which is 
based upon a design by the Road Research Laboratory 
(D.S.1.R.) for highway site investigation. The Soil Borer 
has been developed by Le Grands primarily for short pile 
holes. Other uses such as boring for post holes, anchor 
holes and so forth, are envisaged. The machine is capable 
of boring holes down to 16 feet with tools of I2in and 
18in diameter. The full range of double helical tools is 
from Yin to 22in diameter. Boring speed is approximately 
one foot per minute. In operation the tool bores into 
the ground six inches or so per operational cycle. It 
then is raised and spun, releasing the soil by centrifugal 
action. Power feeding lowers the Kelly bar back into the 
hole, completing the cycle. Avsafety device is incorporated 
protecting against any large object struck during the 
boring. Dowered by an 8 horse-power air-cooled diesel 


engine, the soil borer weighs less than two tons, engine practical task will be to suggest ways in 
included. It can be mounted either on a trailer or a 


lorry. Besides vertical holes, it is capable of inclined which the use of British Standards over- 
boring. seas can be promoted, and how avail- 
ability of British Standards in all parts of 
the world can be improved. 


Formation of the new Export Panel has 
been actively helped by the Federation of 
British Industries, which at a_ recent 
export conference urged the need for 
further attention to these questions. The 
initial constitution of the new Panel is as 
follows: Mr. S. Steel (Imperial 
Chemical Industries, Ltd.), Chairman; 
Mr. G. H. Andrew (Under-Secretary, 
Board of Trade); Mr. D. Maxwell Buist 
(British Electrical & Allied Manufac- 
BS/43 turers’ Association); Mr. Leslie Gamage, 
M.C. (General Electric Co., Ltd.; Past 
President, Institute of Export); Sir Ernest 
Goodale, C.B.E., M.C. (Warner & Sons, 
Ltd.; President of the Silk & Rayon 
Users’ Assocn.); Mr. Hector McNeill 
(Babcock & Wilcox, Ltd.); and Mr. J. W. 
Ridgeway (Edison Swan, Ltd.), nomin- 
ated by the F.B.I.; Mr. R. L. Wills, M.C. 
(National General Export Merchants’ 
Group and London Chamber of Com- 
merce). 


SERVICES 
ELECTRICAL 
ACCESSORIES 


A new range of sheet-steel fuseboards by Wm. Sanders & Co. (Wednesbury) Led., of Falcon Works, 
Wednesbury, Staffs, known as the ‘ Sandalita '’ range. It is available for either rewireable fuses or domestic 
or tag type cartridges with 4, 6,8, 10,12, |4and 16ways. The cases are supplied with one dual-size knockout 
at the bottom and one jin, conduit knockout for each way at the top. The finish is stoved steel hammer grey. 


@ The judging panel egpeiseed by the 


British Federation of aster Printers 
and the Council of Industrial Design has 
now made its final selection of well- 
designed catalogues for display at the 100 
GOOD CATALOGUES exhibition to be 
held in October at the British Institute 
of Management, Hill Street, London, 
W.1. 


FITTINGS 
DOOR FURNITURE 


About 1,500 catalogues were submitted, 
and all those whose examples have been 
chosen have now been informed. 


@ Messrs. Walter Llewellyn & Sons, Ltd., 
building and civil engineering contractors, 
announce that the address of their London 


A light sliding door gear by the British Trolley Track Co. Ltd., of Coburn Works, Copperfield Street, 
S.E.1, designed to fit into the rear face of the joinery and carry up to 50/b. Known as the Coburn ‘‘Cubbard’’ 
Door Gear, it consists of (a) alight alloy bottom rail which is drilled and countersunk for screws, |/6 a foot Office from July 26, 1954. will be: 79/85 
(b) a bottom roller consisting of a solid brass wheel in a pressed steel cadmium-plated housing, 5/4 a pair ’ 
(c) hard fibre top guides, |/- a pair; and (d) the top rail drilled and countersunk, 10d afoot, The rails are Davies Street, London, W.1. Telephone 


available in stock lengths of 3, 4, 5, 6 and 7 feet. No.: Grosvenor 6407. 
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Notes below give basic data of 
contracts open under locality and 
authority which are in bold type. 
References indicate: (a) t of 
work, (b) address for ication. 
Where no town is stated in the 


YOU CAN 
DEPEND ON 


HARDENERS 
WATERPROOFERS 
DECORATIVE FINISHES 


JOSEPH FREEMAN, SONS & CO., LTD. 
LONDON, S.W.18. VANdyke 2432 


KINNEAR 
SHUTTERS 


STOCKISTS REQUIRED 


in all Districts for 


Made to B.S.S. 1972-1953. Non- 
corrosive, Light weight, Long length 
coils. Bursts through freezing 
minimised. 30°, less friction than 
metal. 


SENRAB PLASTICS CO. 
92, Baylis Road, London, S.E.! 
‘Phone WATerloo 3616/7 


GENII GALORE IN EVERY 


NU-SWIFT! 


Sealed pressure charges explain the 
speed, reliability and efficiency of 
Nu-Swift Fire Extinguishers. Strike 
the knob—the genii instantly leap 
out to slay your fire! 
NU-SWIFT LTO - ELLAND - YORKS 
In Every Ship of the Royal Navy 


CONTRACT 


NEWS 


OPEN 
BUILDING 


BUCKFASTLEIGH U.C. (a) | block of 
6 flats and 1 block of 4 flats, Tweenaways 
Housing Estate. (b) Messrs. Grant and 
Green, 10, High Street, Totnes. (c) 2gns. 
(e) Aug. 23. 


BURY ST. EDMUNDS B.C. (a) | pair 
of houses, with garages, on north side 
of Hardwick Road. (b) Borough Engi- 
neer, Borough Offices. (c) 2gns. (e) 
Aug. 23. 


CHESTERFIELD R.C. (a) 2 pairs of 
stone houses, Malthouse Lane, Ashover. 
b) J. B. Wikeley, Council House, Salter- 
gate. (c) 2gns. 


DAGENHAM B.C. (a) Highways sub- 
depot, Huntsman Road, Hainault. (b) 
Borough Engineer, Civic Centre. (c) 
2gns. (e) Aug. 23. 


EAST RIDING C.C. (a) Ambulance 
station, Howden. (b) County Architect, 
County Hall, Beverley. (c) £2. (e) 
Aug. 23. 


ESSEX C.C. (a) 2 practical rooms, with 
ancillary accommodation, at N.E. Essex 
Technical School, North Hill, Col- 
chester. (b) County Architect, County 
Hall, Chelmsford. (d) Aug. 14. 


ESSEX C.C. (a) Hutted accommodation 
at King Edward VI Grammar School, 
Chelmsford. (b) County § Architect, 
County Hall, Chelmsford. (d) Aug. 14. 
FLINTSHIRE 


(a) New sub- 


divisional police headquarters, Wepre 
Drive, Connah’s Quay. (b) County 
Architect, Llwynegrin, Mold. (c) 2gns. 
(e) Aug. 30. 


HALIFAX B.C. (a) Block of shops and 
flats, Bank Edge Road, Ovenden. (b) 
Borough Engineer, Crossley Street. (c) 
2gns. (e) Sept. 6. 
HEANOR U.C. (a) 28 houses, Loscoe 
Housing Estate. (b) Engineer and Sur- 
veyor, Council Offices. (c) 3gns. (e) 
Aug. 28. 


HESTON AND ISLEWORTH B.C. 
(a) 2 conveniences at Denbigh Road 


Football Ground, Hounslow. (b) 
Borough Engineer, 88, Lampton Road, 
Hounslow. (c) 2gns. (e) Aug. 30. 


HORNCHURCH U.C. (a) 1 block of 
8 flats, Abbs Cross Lane. (b) Council’s 
Surveyor, Council Offices. (c) 2gns. (e) 
Aug. 23. 


HUNTINGDONSHIRE C.C. (a) | pair 
of police inspectors’ houses, Fletton. (b) 
County Architect, County Buildings, 


Huntingdon. (e) Aug. 27. 


KING’S LYNN B.C. (a) 1 3-storey 
block of 4 shops and 4 flats, together 
with staff room, stores, etc., Gaywood 
Park Estate. (b) Housing Architect, Clif- 
ton House, Queen Street. 
Aug. 21. 


(c) Ign. (e) 


address it is the same as the localit 
iven in the heading, (c) deposit, (dy 
ast date for —— (e) last date 
and time for submission of tenders. Full 
details of contracts marked y& are 
given in the advertisement section. 


FLOOR & 
CEILING CLIPS 


Standard and Acoustic 


THE ADAMITE 
COMPANY LTD 


LIGHTNING CONDUCTORS 


J.W. GRAY & SON LTD. 
13, CASTLE ST., SALISBURY 
Telephone: SALISBURY 2750 


CHURCH SPIRE RESTORERS 


MULLEN 
LUMSDEN 


LIMITED 
Contractors and 
Joinery Specialists 


41 EAGLE STREET, HOLBORN, 
LONDON, W.C.1. 


Telephones: 
LONDON: CROYDON: 
CHAnoery 7422/3/4 ADDiscombe 1264 


BOSTWICK 


METALWORK 


OF EVERY DESCRIPTION & 
OUTSTANDING EXCELLENCE 


BOSTWICK SATE ® Co. Ltd. 


Original Pacentees of the Collapsible Gace 


HYTHE ROAD, WILLESDEN, N.W.10 


Telephone: LADbroke 
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LEICESTER C.C. (a) Erection of a 
shopping centre on New Parks Estate, 
comprising 18 shops with housing accom- 
modation above. (b) Messrs. Symington, 
Prince and Pike, De Montfort House, De 
Montfort Square. (e) Sept. 1 


LEEDS cc. 1 block 12 single 
women’s flats, Moorfield Estate. (b) nit 
Architect, Priestley House, Quarry Hi 
9. (c) £2. (e) Aug. 26. 


LIVERPOOL C.C, 
City Engineer 


(a) Restoration of 
and Surveyor’s Depot, 
Breckside Park, Lower reck Road, 
Liverpool, 6. (b) City Engineer, Muni- 
cipal B Buildings, Dale Street, Kingsway, 2. 
(c) 2gns. (e) Sept. 


LONDON—EALING B.C. 
convenience at “ Maytrees,” South Ealing 
Road, W.5. (b) Borough Engineer, Town 
Hall, W.5. (c) £2. Sept. 11. 


LONDON—WANDSWORTH B.C. (a) 
36 flats in 3-storey blocks, Madeira Road, 
Streatham, S8.W.16. (b) Town Clerk, 
Municipal Bulldings, S.W. is. (d) Aug. 18. 


LONDON— WIMBLEDON B.C. (a) 
Alterations and additions to dressing room 
accommodation at Commons Extension 
Land, Robin Hood Lane. (b) Borough 


Engineer, Town Hall, $.W.19, (c) 2gns. 
(d) Aug. 18. 

LUTON B.C. (a) Scullery at Osborne 
Road Special School. (b) Borough 
Engineer, Town Hall. (c) 2gns. fe) 
Aug. 27. 


MERIONETHSHIRE C.C. (a) Canteen 
kitchen at Glyndyfrdwy Primary School. 
(b) County Architect, County Offices, 
Lombard Street, Doigeliey. Aug. 21. 


N. IRELAND—BELFAST C.C. (a) 
Secondary intermediate school for 800 
pupils, Ballysillan. (b) Education Archi- 
tect, 40, Academy Street, Belfast. (c) £5. 
(e) Sept. 2. 


N. IRELAND—TYRONE C.C. (a) Erec- 
tion, including site works, of secondary 
intermediate school for boys and girls in 
Dungannon, including playgrounds, etc. 
(b) Messrs. W. H. Stevens and Sons, 13, 
Donegall Square North, Belfast. (c) 5gns. 
(e) Sept. 3. 


PORTSMOUTH cc. (a) Erection of 
Park Superintendent’s house, Northern 
Parade. (b) City Architect, 1, Western 
Parade. (c) £1. (d) Aug. 20. 


PORTSMOUTH C.C. (a) Construction 
of new probation office, Cosham. (b) 
City Architect, 1, Western Parade. (c) 
£1. (d) Aug. 20 


PORTSMOUTH C.C. (a) Rebuilding of 
the Guildhall. (b) Town Clerk, City 
Council Chambers, 1, Clarence Parade. 
(d) Aug. 31 

RIPON C.C, (a) Supply and erection of 
a steel-framed building covered with 
Bigsix Asbestos-Cement Sheeting at the 
Parking Ground, Ripon. (b) City 
Engineer, Fall. (e) Aug. 25. 


ROCHDALE B.C. ‘® 19 bungalows on 
Brotherhood Estate, and/or 55 dwellings 
and five garages on Park Road Estate. 
(b) Borough Surveyor, Town Hall. (c) 
2ens. (e) Aug. 20 
RUGBY B.C. (a) Sports pavilion and 
clubhouse, Mill Road. (b) Borough Sur- 
veyor, Burford House, Church Walk. 
(e) Sept. 8. 


(c) 2gns. 


(a) Public | 
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how much does 
our reputation 


[cost] yout 


It doesn’t. Many think you pay for a 
name. That may be true of some, but 
certainly not of us. 

The experience we have gained in 
doing the same job well for 100 years 
enables us to quote low rates. 


for built-up roofing 


tt [pays] you 


ENGERT & ROLFE LTD 
LONDON E14 EAST 1441 


& The Quay Exeter (Exeter 3595) 


“ALL CLASSES 
DESIGNED =~ 


ENGLISH TIMBERS 


for Building and Joinery Trades, Oak Planks 
for Cilis, Half-Timbering, or scantling to size. 


Architects’ designs for Panelling and 
exclusive furniture faithfully interpreted. 
GATES AND OAK DOORS 
A SPECIALITY 


quartered boards for Flooring, 
Panelling, etc. Machining done and joinery 
manufactured for the trade. Gates and Fencing. 
Established |884 


WYCKHAM BLACKWELL Ltd. 


Hampton-in-Arden, BIRMINGHAM 
Telephone : HAMPTON-IN-ARDEN, 3 


FIBRE 
INSULATION BOARD 


“QUITFIRE’’ impregnated is 
FIREPROOFED (Class 1 to B.S.476; 
32 Amdt No. 2) and FUNGUS- 
proofed or TERMITE-proofed (or 
all three combined). 


Used on Government contracts, 
Industrial Buildings, Schools etc. 


Enquire of your supplier or 
processors: 


§. 0. Rudkin & Co. Lid. 


Plantation House, Mincing 
Lane, LONDON. E.C.3 
Tel: MANsion House 4406 (3 lines) 


RUGBY B.C. (a) Rebuilding of calf pens 
at Cattle Market. (b) Borough Surveyor, 
Burford House, Church Walk. (c) 2gns. 
(e) Sept. 8. 

SCOTLAND—BATHGATE B.C. (a) 
36 blocks (154 houses) at Kirkton and 
Boghall Site; all trades. (b) Town Clerk, 
Town Clerk’s Office, Bathgate. 


SCOTLAND — CASTLEHILL. (a) 
Shops at Quarryknowe, Castlehill; all 
trades. (b) General Manager, Dun- 
barton Equitable Co-operative Society, 
Ltd., 32, High Street, Dunbarton. 


SCOTLAND—FORESTRY COMMIS- 
SION. (a) House and garage at Camp 
Wood, half a mile north-east of Cleg- 
horn Station, Lanarks; all trades. (b) 
Messrs. J. A. W. Grant, 36, Melville 
Street, Edinburgh. 


SCOTLAND—SCOTTISH SPECIAL 
HOUSING ASSOCIATION. (a) 20 
houses, Bilston; all trades. (b) Scottish 
Special Housing Association, Ltd., 15-21, 
Palmerston Place, Edinburgh 12. 


SEDBERGH R.C. (a) 24 houses and 36 
flats, with site works, Maryfell Site. (b) 
T. Maldwyn Jones, 1, Queen’s Square, 
Lancaster. (c) 2gns. (e) Aug. 21. 


SHREWSBURY B.C. (a) Design, supply 
and erection of precast concrete structural 
framing, together with purlins, valley 
beams, etc., for an attested block in New 
Cattle Market. (b) Borough Surveyor, 


Guildhall. (d) Aug. 25. 
SLOUGH B.C. (a) Group of 12 concrete 


garages at Stoke Poges Lane (E) Estate, 
and group of 10 concrete garages at Priory 
Estate, Burnham. (b) Borough Engineer, 
Town Hall. (c) 2gns. (e) Aug. 23. 


(a) 104 houses, 
(b) Borough Engineer, 
(c) 2gns. (e) Sept. 6 


SOUTH SHIELDS B.C. 
Whiteleas Estate. 
Town Hall. 


SOUTH SHIELDS B.C. (a) 20 bun- 
galows and 10 special houses, Marsden 


Road. (b) Borough Engineer, Town Hall. 
(c) 2gns. (e) Sept. 6. 


SUNDERLAND B.C. (a) Health centre 
at Springwell. (b) Borough Architect, 
Grange House, Stockton Road. (c) 2gns. 
(e) Sept. 2. 


SUNDERLAND B.C. (a) Demolition of 
existing buildings and erection of new 
garage and administrative accommoda- 
tion at Railway Row Cleansing Depot. (c) 


2gns. (e) Aug. 27. 
TETBURY R.C. (a) 6 houses and site 
works, Avening. (b) Messrs. Gordon 


Payne and Preece, Rockleigh House, 67, 
London Road, Gloucester. (c) 2gns. (e) 
Aug. 21. 

TODMORDEN B.C. (a) Ladies’ and 
gentlemen’s public conveniences, Ridge- 
foot, Todmorden. (b) Borough Engineer, 
Municipal Offices. (e) lgn. (e) Aug. 20. 


TOTNES B.C. (a) 26 houses at Sanders- 
pool Cross, South Brent. (b) Engineer 
and Surveyor, Council Offices, Higher 
Plymouth Road. (c) 2gns. (e) Aug. 20. 
TUNBRIDGE WELLS B.C. (a) 20 
dwellings, Sherwood Estate. (b) Borough 
Surveyor, Town Hall. (c) 2gns. 
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. 
by using 


Saver! FLUE 


STACK CONSTRUCTION 


TRUE FLUE 
CONVECTOR HOUSE ACACIA ROAD 
ST. JOHNS WOOD - LONDON N-wWwe 


COVERITE 
(ASPHALTERS) LTD 
PALACE GATES STN, 022 Bowes Port 


Have you a ‘*‘no main drainage’’ 
problem? Let Destrol provide the 
modern answer at half the cost of septic 
tanks, cesspits, etc. From £19.10.0. 


Write for literature to Destrol Sales Limited 


402 Salisbury House, London Wall, 
London, E.C.2. 


Made ir Sweden 
THE OUTSTANDING 
ALL WOOD. FIBRE 
HARDBOARD 


WARE R.C. (a) 1 block of 6 bungalows 
at Fillett’s Farm, Hunsdon, and/or 1 
block of 4 lock-up garages at Rectory 
Close, Hunsdon. (b) Council’s Surveyor, 
97, New Road. (c) Ign each contract 
(e) Aug. 30. 


WEDNESFIELD U.C. (a) 62 dwellings, 
Ashmore Park Housing Site—Section A. 
(b) Engineer and Surveyor, 29, Bolton 
Road. (c) 3gns. (d) Aug. 16 


WELTON R.C. (a) 8 houses and 4 
bungalows, Ingham. (b) Messrs. Wm. 
Saunders and Partners, 24, Castle Gate, 
Newark-on-Trent. (c) 3gns. (e) Aug. 27. 


WEST SUFFOLK HOSPITAL 
MANAGEMENT COMMITTEE. (a) 
Extension to mortuary at West Suffolk 
Hospital, Bury St. Edmunds. (b) Messrs. 
Purcell and Johnson, 64, Bethel Street, 
Norwich. (e) Sept. 6. 


PLACED 


Notes on contracts placed state locality and 
authority in bold type with (1) type of work, 
(2) site, (3) name of contractor and address, 
(4) amount of tender or estimate. + denotes 
that work may not stort pending final 
acceptance, or obtaining of licence, or 
modification of tenders, etc. 


LIVERPOOL CORPORATION. (1) 
Grammar schools. (2) New Heys, Heath 
Road, and Hillfoot Hey, Woolton. (G3 
J. Jones and Sons (Woolton), Ltd., Hale 
Road, Ditton, Widnes, Lancs 4) 
£159,000 and £169,000 respectively. 


PLYMOUTH CITY COUNCIL. (1) 
Site works. (2) Southway Lane develop- 
ment. (3) Direct Labour. (4) £233,981 


PAVEMENTS 
ROADWAYS 
FLOORS, Etc. 


CANOPIES 
SHELTERS 
ROOPS, Exc. 


LIGHTS 


Supplied Pre-cast for most situations 
and adaptable to all present-day needs 


HAYWARDS LTD 


UNION STREET, LONDON, 


Specify 


CERRUX 


DECORATIVE PAINTS 


CELLON LTD., KINGSTON-ON-THAMES 


. 


Second series 


of 96 


‘...a@ most interesting 
and instructive publication ”’ 


THE SURVEYOR 


reviewing the first volume 


selected 


detailing. 


12” » 228pp 


Architects’ 


sheets — Beady next month 


Seale drawings and photographs of 


examples of current architecture 


Architects’ Detail Sheets 


Edited by Edward D. Mills, F.R.1.B.A. 


Contains 96 scale detail drawings of interesting examples of current 
architecture on buildings completed during the last few years, amplified by 
100 photographs. The work of well-known architects in many countries 
is represented, and thc volume shows how good construction combined 
with satisfactory appearance has been obtained in actual examples of 


100 photo- 
graphs. 96 scale detail drawings 


25s. net BY POST 26s. 2d. 


Detail 


Sheets Ist. Series 


Available from booksellers or direct from : Books Department 


lliffe & Sons Ltd., Dorset House, Stamford Street, London, S.E.1 
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AUTOMATIC RE-SEALING 


Available in two distinct types, flat type as 
illustrated, or round type for use where space is 
strictly limited. Both types are provided with “Kontite”’ 
Compression Joints. Exhaustive tests by the 
Building Research Station have proved 

conclusively that Seltite Traps can be installed with 
every confidence. 


MADE BY THE 
MAKERS OF 


@ Scientifically designed to automatically re- @ “Kontite” patent compression joint outlet 
seal and self-cleanse. for light gauge copper tube 


@ Gunmetal castings. @ Eliminates necessity for antisyphonage vents. 


KAY & CO. (ENGINEERS) LTD., BOLTON BRASS WORKS, BOLTON. Tel: Bolton 197. London Office: 36 Victoria St.,S.W.1. Tel: Abbey 2144 


dmKB. 106 


>) GASTEX for modern interiors 


and exteriors 


ACTUAL SIZE Durable, hard-surfaced “‘ CASTEX ” is hardboard... PLUS. 
of the WIDE REED Its hard, chestnut fibres are compressed into a really close- 
a8 textured board which offers an excellent surface for paint, 
enamel, varnish and cellulose finishes, and which is ideal for 
natural clear polishing. 
It is cleanly and easily worked with ordinary carpenter’s tools; 
can be fixed by normal woodworking methods, and its fine, 
smooth surface will adapt itself to curvatures as easily as it 
will to flat areas. Its fine clean-cut edges, too, meet perfectly 
without peed for cover strips or joint mouldings. 
“ CASTEX,” of 4” (3.5 mm.) standard thick- 
ness, is available in INTERIOR & EXTERIOR 
grades, and in the following designs. 
* NARROW,REED * WIDE REED * 
* FLUTED * CHECKED *, 
Standard size: 9’ 8” « 4’ 0”. 
Check pattern : 10’ 0° x 4’ 0”. 


design. 


28 BISHOPSGATE. 


reeded 
hardboard 


“ CASTEX ” will flameproof up to 
standard required by Local Councils. 
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SPECIFY THE 


HOT WATER TOWEL RAIL 


Acclaimed the finest towel rail of its kind, and 
by far the finest value. 


* 

% Patented method of assembly that completely 
eliminates oozing and troublesome leaks. 
* 


Individually tested at 120 Ibs. per square inch 
air pressure in hot water. 


Specially high standard of chromium plating 
on nickel. Unique coin operated air release 
(no key to mislay). 


% Available in 2 and 3 rail models, in sizes to 
suit every bathroom and hot water system. 


Write for descriptive leaflet and the name of your | 
nearest stockist. 


W. GC. YOUNGMAN LIMITED 
Bathroom Fittings Division 


Makers of 
| LEDA and MASQUE Matched Bathroom Accessories 


MANOR ROYAL, CRAWLEY, SUSSEX. 


Tel: CRAWLEY 1234 (5 lines) 


swite 


. an everyday, routine operation, placing the 
utmost reliance upon the intricate network of 
Ashathene cables carrying power to industrial 
machinery and comfort into the home. Ashathene 
has a higher voltage breakdown value, higher 
insulation resistance, greater resistance to fire 
and better mechanical properties, besides re- 
ducing the cost of installation. Neither atmo- 
sphere nor sunlight can affect Ashathene. 
Factors like these inspire confidence in a cable 
which will function safely and efficiently for 
many years. When you specify Ashathene you 
specify:— 

HIGHER DIELECTRIC 

Polythene insulated cores have a measured insulation 
resistance more than 100 times that of similar rubber 
insulated material. 

HIGHER VOLTAGE INSULATION 

High voltage tests on Ashathene Cable show a factor of 
safety 1.6 times greater than the equivalent rubber 
insulation on the same size of cable. 

BETTER FIRE-RESISTING QUALITIES 

The P.V.C. used on the sheathing of Ashathene will not 
support or spread a flame and, unlike rubber, is self- 
extinguishing when the flame is removed. 
STRONGER MECHANICAL PROPERTIES 
Ashathene is a tough flexible cable which is unaffected 
by climatic conditions. Compared with rubber, 
polythene insulated conductors will withstand over 


twice the mechanical pressure without an electrical 
failure occurring. 


Thermoplastic 
insulate 


Ashathene is manusactured in all Cable 
WA 


nzes and also S.W.A. and D lasse 
Please send for details and lists 


AERIALITE LTD - STALYBRIDGE - CHESHIRE 
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‘ONLY 

PUREST LINSEED 
OIL GOES INTO 
ME’ says 


THE SYMBOL OF THE HIGHEST 
GRADE LINSEED PUTTY 


Be sure to ask for NAP Certified 
Linseed Oil Putty 


THE NATIONAL ASSOCIATION 
OF PUTTY MANUFACTURERS 
12, BUCKINGHAM STREET, LONDON, W.C.2. 


SWAP? 


SPECIFY PARSONS’ PAINTS AND BE SURE 

Parsymul Synthetic Emulsion Paint—the modern paint for the up-to- 
date decorator. It has excellent spreading and obliterating powers ; it is 
really washable, and has no residual odour. Where necessary, two coats 
can be applied in one day on suitably prepared surfaces. 

Parlyte An oil-bound water paint of superior quality suitable for interior 
decoration, and in a special quality for exterior work. Supplied in a 
large range of tints, which are fast to light, water and lime. 

Parsolac Synthetic Finishes are ideal for exterior work. Decorative 
Parsolac Enamel dries quickly, and its tough, smooth film gives greater 
durability aad keeps clean longer than any other type of finish. 

Parsolin A hard wearing enamel gloss paint of exceptional body. Suitable 
for exterior and interior work, it is particularly hard drying and weather 
resisting. 

Write for full details and colour cards. 


THOS PARSONS AND SONS LIMITED 
Head Office and Showrooms : 70 Grosvenor Street London, W.1. Mayfair 7951 


Branches Beaconsfield Birmingham : Brighton Cardiff Dublin Edinburgh 
Glasg * Henley + Leeds + Manchester + Newcastle upon Tyne + Nottingham 
Plymouth and Southampton 


> 
‘ 
a good plain 
The World’s best sellers 
THE Wardle | ENGINEERING CO LTD OLD TRAFFORD MANCHESTER 16 . 
Par\symul 


TELEFLEX PRODUCTS LTD- 
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The more windews the greater the value of — 


Camberwell Bus Garage Architect ; C. Howard Crane 

& Partners, in association with Thomas Billbow, F.R.1.B.A., 

L.T.E. Architect. Contractors ; Halse & Sons, Lid 

Window Installations by Williams & Williams, Lid 

Teleflex remote control gearing offers a simple, 
£ 

inexpensive and efficient method of solving your 
problems of Window and Ventilator operation 

nothing is “out of reach”. Our new catalogue 

is now available and we will be pleased to forward 

a copy upon request. 


Minnesota Mining & Manufacturing Co., Lid 
Architect Henry Bugden & Co., F.RA.B.A 
Main Contractor : G. Percy Trentham Lid 
Window Installations by Williams & Williams Lid 


REMOTE 


» Factory Roof Lighting 


CONTROL 


CHADWELL HEATH: ESSEX Telephone: SEVEN KINGS 5771 (7 lines) 


eugene ELLIOTT & SO 


A. B. S. 
HOUSE PURCHASE LOANS 


ADVANCES of approximately 85°, of Valuation. 
INTEREST 44°, per annum. 
PERIOD OF REPAYMENT. Up to 25 years. 


At the end of the repayment term or on previous 
death the house will be freed to the legal personal 
representatives and a cash sum would also be paid 
to them, the amount depending upon the period 
the mortgage was in force. 

Particulars from: 


The Secretary, A.B.S. Insurance Department, 66, Portiand Place, 
London, W.1. Tel. : LANgham 5721. 


ACTUAL MANUFACTURERS OF 


PLYWOOD and 
VENEERED PLYWOOD 


SPECIALITY PANELLING 
TO 
ARCHITECTS’ SPECIFICATIONS 


RELIABLE PLYWOOD COMPANY LIMITED 


PROGRESS WORKS, WARBURTON STREET, LONDON, E.8 
Telephone Clissold 34967 Telegrams Reliaply-Hack, London 
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Rate 1% per line, minimum 3- 
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OFFICIAL ANNOUNCEMENTS 


° CONTRACTS ° 
Close for press Ist post Monday for following Thursday Issue 


TENDERS 


APPOINTMENTS 


The engagement of persons these 
vertisements must be made through the local cfice 
of the Ministry of Labour and National fervice, etc., 
if the applicant is a man aged 18-64 or a woman 
aged 18-59 inclusive, unless he or she or t em- 
ployer is excepted from the provisions The 
Notification of Vacancies Order, 1952. 


FLINTSHIRE COUNTY COUNCIL. 


PPLICATIONS are invited for the appointment 

of QUANTITY SURVEYORS (2 vacancies) in 
the County Architect's Department; salary accord- 
i to qualifications and experience up to Grade 
VII/VITI (£735 p.a., rising to £860 p.s.). Applic- 
ants should be sicobers of the Royal Institute of 
Chartered Surveyors eee ae and should be 
capable of preparing Bille of Quantities. estimates, 
measuring up and dealing with Contractors 
accounts for large contracts, and should preferably 
have had good experience in the office of a Local 
Authority. Applications, on a form to be obtained 
from the undersigned, should be returned by 23rd 
August, 1954. W. HUGH JONES, 

Clerk of the County Council. 


County Buildings, 
MOLD. [8205 


LONDON COUNTY COUNCIL. 
ARCHITECT'S DEPARTMENT. 


VACANCIES for ARCHITECTS in Schools and 

Housing Divisions. Salary to £721. 
Particulars and application forms from Architect 

(AR/EK/A/3), County Hall, S.E.1 (374) {0141 


THE UNIVERSITY OF LIVERPOOL. 


PPLICATIONS are invited for a Leverhulme 
Post-Graduate Fellowship in Architecture or 
the Department of Civic Design. The Fellowship, 
value £500, will be tenable for one year, but may 
be renewed for a second year at a value of £550. 
Applications, stating age, whether National Ser- 
vice requirements nave been fulfilled, professional 
experience and qualifications, and proposed field of 
research, together with copies or photographs of 
work, and the names of two referees, should 
received not later than 1 September, 1954, by the 
uneeoeened, from whom further particulars may be 


obtaine 
STANLEY DUMBELL, 
Registrar. 
{82 


BOROUGH OF EDMONTON. 


APPOINTMENT OF HIGHWAYS AND 
WORKS SUPERINTENDENT. 


PPLICATIONS are invited from experienced 
persons for the above Established appointment 
in the Borough Engineer and Surveyor’s Depart- 
ment 
Candidates should possess the examination 
diploma of the Institute of Works and Highways 
Superintendents or the Testamur of the Institution 
of Municipai Engineers or other similar technical 
qualifications, which will enable them to set out 
Public Works, order stores, plant and equipment 
and effectively control transport and labour. Ex- 
perience with a Public Works Contractor will be 
considered as an additional qualification 
Salary A.P.T. VII plus London Weighting and 
an essential user car allowance, Housing accom- 
modation is not available, Canvassing in any form 
will disqualify. Forms of application and list of 
duties can be obtained from the Town Clerk, 
Town Hall, Edmonton, N.9, and applications must 
be received by him before 5 p.m. on 6th Septem- 
ber, 1954 {8213 


COUNTY BOROUGH OF WEST HAM. 


PPLICATIONS invited for following appoint- 
ments in Borough Architect & Planning 
Officer's Department 
1. CHIEF ASSISTANT, TOWN PLANNING 
A.P.T. Grade X (£920 £50 
£1,050 plus L.A.) Applicants to be 
A.R.1.B.A., A.M.T.P.1, and successful appli- 
cant required to take charge of Town Plan- 
ning Section 
2. SENIOR ASSISTANT, TOWN PLAN- 
NING..A.P.T. Grade VIII (£785 £25 
£860 plus L.A.) : Applicants to be 
r 


P 

3. SENIOR ASSISTANT, TOWN PLAN. 
NING-~.-A.P.T. Grade VII (£735 £25--£810 
plus L.A.). Applicants to be A.R.I.B.A. and 
preference given to those with planning 

qualification 
Forms of application, returnable by 23rd Aug., 
1954, from Thomas BE. North, O.B.B., F.R.1.B.A., 
Dist. T.P., Borough Architect & Planning Officer, 
70, West Ham Lane, Stratford, E.15. (8216 


APPOINTMENTS—contd. 


BINGLEY URBAN DISTRICT COUNCIL. 


APPOINTMENT OF CHIEF ARCHITEC- 
TURAL ASSISTANT IN THE SURVEYOR 
AND ARCHITECT'S DEPARTMENT. 


APPLICATIONS are invited for the followi: 
permanent appointment on the Surveyor cal 
Architect's Staff 

CHIEP ARCHITECTURAL ASSISTANT, 
Grade A.P.T. 6-—£695, rising by three annual 
increments to £760 

_ Candidates for the post should have had con- 
siderable training and experience in housi: 
design and development, and general architectur 
work. Preference will be given to candidates who 
have passed the final examination of the Royal 
Institute of British Architects 

The appointment will be terminable by one 
month's notice on either side and will be subject 
to the provisions of the Local Government Super- 
annuation Act, 1937 

Applications, stating age, qualifications, training 
and experience and details of past and present 
appointments, accompanied by copies of two recent 
testimonials, or the names and addresses of two 
referees, should be forwarded, endorsed “ Chief 
Architectural Assistant,” to the undersigned before 
Tuesday, 17th August, 1954. 

The Council is unable to provide housing accom- 


modation. 
F. M. DUNWELL, 
Clerk of the Council 


Town Hall, 
Bingley 
30th July, 1954 [8217 


ARCHITECTS FOR NEW ZEALAND. 


PPLICATIONS are invited from registered 
‘ Architects up to 45 years of age for positions 
in the Architectural Division of the Ministry of 
Works, New Zealand. Vacancies exist at Auckland, 
Hamilton, Wanganui, Wellington, Christchurch 
and Dunedin. The work of the Architectural 
Division covers the design and construction of 
buildings, including the preparation of sketch 
plans, working drawings an specifications for 
such buildings as hospitals, schools, office and 
public buildings, hostels, flats and houses. Salaries 
on the Proféssional scale range from £(N.Z.)645 
to £(N.Z.)1,130, plus a General Wage Increase of 
£(N.Z.)62 8s per annum. Commencing rate is at 
any point on the scale according to experience 
since qualification and advancement within the 
scale depends on merit. The Architectural Division 
has more senior posts on establishment, including 
District Architects at the six locations stated above 
at £(N.Z.)1,340 and £(N.Z.)1,390, all plus 
£(N.Z.)62 8s per annum. 

Applications will be considered only from regis- 
tered Architects (A.R.I.B.A. or equivalent) 

Qualified Architects interested in positions in 
the —e— | of Works, New Zealand, should write 
for an application form to the: 

High Commissioner for New Zealand, 415, 
Strand, London, W.C.2, quoting Reference No. 
3/74/105 and mentioning this paper 

Completed applications, in duplicate, accom- 
agg oe by copies only of two recent testimonials, to 

lodged not later than September 11, 1954 

{8219 


BOROUGH OF WILLESDEN. 


SSISTANT 
Grade A.P.T. VI (£696-£760 per annum) 
Grade A.P.T. VA (£650-£710 per annum 
Exclusive of London Weighting 


APPLICATIONS are invited for the above 
appointments on the permanent staff of the 
Borou Engineer and Surveyor’s Department from 
suitably experienced persons who are Associates of 
the Royal Institute of British Architects or who 
hold an equivalent qualification 
The commencing salary in cach case will be 
fixed in accordance with the qualifiactions and ex- 
perience of the successful candidates 
The Council is unable to assist with housing 
Full details and forms of application may be 
obtained from the Borough Engineer and Surveyor, 
Town Hall, Dyne Road, Kilburn, N.W.6, and 
should be returned to the undersigned not later 
than 10 a.m. on Monday, August 30 
R. S. FORSTER, 
Town Clerk 
Town Hall, 
Dyne Road, 
Kilburn, 
N.W.6 
August, 1954 {8238 


APPOINTMENTS—contd. 


BOROUGH OF CONGLETON. 
APPOINTMENT OF 
ARCHITECTURAL ASSISTANT. 


PPLICATIONS are invited for the above 
appointment in the Department of the Borough 

Engineer and Surveyor, at a salary in accordance 
with Grade V of the ete Division of the 
National Scale of Salaries, viz., £620 per annum 
rising by three annual increments to £670 per 
annum 

Candidates should be Registered Architects, pre- 
ferably with previous experience in the preparation 
of designs, working drawings and specifications in 
connection with Municipal Housing Schemes. 

The appointment, which will be subject to the 
conditions of service of the National Joint Council, 
to the provisions of the Local Government Super- 
annuation Act, 1937, and to the successful candi- 
date passing a satisfactory medical examination 
will be determinable by one month’s notice on 
either side 

Housing accommodation will be made available if 
necessary 

Canvassing, either directly or indirectly, will be 
a disqualification, and candidates must disclose in 
writing whether to their knowledge they are related 
to any member of the Council or to the holder 
of any Senior Office under the Council 

Applications endorsed “ Architectural Assistant,”’ 
Stating age, qualifications and experience, and 
accompanied by copies of three recent testimonials, 
must reach the undersigned not later than Monday, 


30th August, 1954. JACK MEE, 
Town Clerk. 
Town Clerk's Office, 
CONGLETON [8223 


NATIONAL COAL BOARD. 
NORTH EASTERN DIVISION. 


APPLICATIONS are invited for the following 
appointments to the staff of the Divisional 
Chief Architect at Denaby Main, near Doncaster: 

ARCHITECTURAL ASSISTANTS, Grade I. 
(£525 x £25-——-£650 p.a.) 

Applicants should have passed the Intermediate 
Examination of the Royal Institute of British 
Architects and have had not less than three years’ 
practical experience and should be able to prepare 
Sketch Plans and Working Drawings and have a 
sound knowledge of Building Construction. 

The work in this office consists chiefly of Pithead 
Baths, Canteens, Medical Centres, Offices, Labora- 
tories, etc. 

The point of entry in the above scale wil! 
depend on qualifications and experience. 

The appointment is subject to the Board’s 
Superannuation Scheme 

Application forms may be obtained from the 
Divisional Chief Architect, J. . Dempster, 
F.R.I.B.A., P.O. Box No. 4, Denaby Main, near 
Doncaster, and should be returned not later than 
28th August, 1954. {8226 


DERBY CORPORATION. 
BOROUGH ARCHITECT'S DEPARTMENT. 


(a) SENIOR QUANTITY SURVEYOR, Grade 
VI. Salary £695-£760, commencing at £695 per 
annum. Candidates should have had considerable 
experience in taking off quantities for large build- 
ing projects and in the settlement of final accounts 
Preference will be given to qualified members of 
the Royal Institution of ‘hartered Surveyors 
(Quantities Section) 

(b) CLERK OF WORKS, Grade II Salary 
£550-£595, commencing at £550 per annum 
Applicants should have a sound knowledge of all 
budding trades 

Permanent staff appointments, subject to one 
month's notice and pensionable subject to medical 
examination National Conditions of Service 

Forms of application obtainable from and to be 
returned to the Borough Architect, The Council 
House, Derby, not later than 30th August, 1954 

G. H. EMLYN JONES, 
Town Clerk. 
{8 


232 


LONDON COUNTY COUNCIL. 
ARCHITECT’S DEPARTMENT. 


ACANCIES for ARCHITECTS, Grade III (u 
to £892 10s), and ARCHITECTURAL 
ASSISTANTS (up to £739 10s) in Schools and 
Housing Divisions 
Particulars and application forms from Architect 
(AR/EK/A/3), County Hall, S.E.1. (1058.) [01 
46 
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APPOINTMENTS—contd. 
BOROUGH OF STRETFORD. 


APPOINTMENT OF ARCHITECTURAL 
ASSISTANT (PERMANENT) 


PPLICATIONS are invited for the sition of 

ARCHITECTURAL ASSISTAN’ in the 
Borough Engineer and Surveyor’s Department at a 
salary in accordance with Grades IV-V of the 
National Scales of Salary, viz.. £580 with incre- 
ments to £670 

Candidates should be experienced in the design 
and construction of all types of municipal build- 
ings, including housing schemes, blocks of flats, 
public buildings (including baths), etc., and be 
capable of preparing Specifications and Quantities, 
setting out, measuring up and settling accounts. 
They should have qualifications equivalent to the 
intermediate examination of the R.1.B.A. 

The appointment will be subject to one month's 
notice on either side, the National Scheme of Con- 
ditions of Service and to the passing of a medical 
examination. The appointment is a whole-time one 
and work in connection with a private practice 
will be prohibited 

Application forms may be obtained from the 
Borough Engineer, Town Hall, Stretford, to whom 
oF should be returned not later than ie August, 

Cc. TRE VAS, 
Town Clerk. 


Town Hall, 
STRETFORD 
4th August, 1954 [8225 


RCHITECT required by the LAGOS TOWN 

COUNCIL, NIGERIA. Salary £570 x £40 
£1,290 a year, plus expatriation pay of £180, rising 
to £270 a year. Point of entry depends on the 
applicant's qualifications and experience Free 
passages for officer and wife Assistance towards 
cost of children’s passages or grant up to £150 
annually for their maintenance in United Kingdom 
Liberal leave on full salary after each tour of 
12-24 months’ duration Outfit allowance £60 
Candidates, preferably under 36 years of age, must 
be members of the Royal Institute of British Archi- 
tects and should have some knowledge of town 
planning. Applicants must disclose whether they 
are related to any Councillor or Senior Officer of 
the Council. Canvassing will be treated as evid- 
ence that the applicant’s merits alone are insuffi 
cient to justify appointment. Write not later than 
23rd August to the Crown Agents, 4, Millbank, 
London, S.W.1, enclosing at least two copies of 
recent testimonials State age, name in block 
letters, full qualifications and experience and quote 
M2B/40380/ AF 8228 


COUNTY BOROUGH OF EAST HAM. 
JUNIOR ENGINEERING ASSISTANT, Grade 

I, £490-£535 

TEMPORARY ESTIMATOR, Grade V, £620 
£670 

SENIOR QUANTITY SURVEYOR, Grade VI, 
£695-£760 

SENIOR E GINS ERING ASSISTANT, Grade 
VI, £695-£76 

London Weighting is paid in addition. Salary in 
excess of the minima may be paid according to 
qualifications and experience 

Subsistence allowances may be granted over a 
reasonable period to persons appointed if unable 
to obtain suitable housing accommodation, neces 
sitating the maintenance of two homes 

Further details and application forms returnable 
by August 27, 1954, from the Town Clerk, Town 
Hall. East Ham. E.6 {8239 


BOROUGH OF SHREWSBURY. 
ADVERTISEMENT 


RE 
APPOINTMENT OF ARCHITECTURAI 
ASSISTANT 


PPLICATIONS are invited for the appointment 
of ARCHITECTURAL ASSISTANT on the 
permanent staff of the Borough Surveyor. Salary 
will be in accordance with A.P.T. Grade IV, £580 
£625, and the person appointed will be required 
to pass a medical examination 
Applications stating age, qualifications and ex 
perience, together with the names and addresses 
of two referees, should be sent to the Borough 
Surveyor, Guildhall, Shrewsbury, not later than 
August 27, 1954 S. R. H. LOXTON, 
Town Clerk 
Guildhall 


hrewsbury 
August 4, 1954 


HAMPSHIRE. 


[8240 


PPLICATIONS are invited for the appoint 
ment of ASSISTANT QUANTITY SUR 
VEYORS on Grade V-VI (£620-£760). Candidates 
must be members of the R.I.C.S. (Quantity Sec- 
tion with experience in the preparation of 
estimates and quantities for all types of public 
buildings and the settlement of final accounts for 
building contracts 
The appointments will be terminable by three 
months’ notice on either side, are pensionable, and 
subject to satisfactory medical reports. In approved 
cases the County Council are prepared to assist 
newly appointed staff to meet removal and other 
expenses 
Applications on forms obtainable from the 
County Architect, The Castle, Winchester, should 
be returned to him by August 31 (8241 


MISCELLANEOUS SECTION 


RATE : 1/6d. per line, minimum 3/-, average 
line 6 words. Each paragraph charged 

X NOS. add 2 words plus |/- for registra- 
tion and forwarding replies which should 
be addressed c/o, ‘“‘The Architect & 
Building News,"’ Dorset House, Stamford 
Street, London, 

PRESS DAY Monday. Remittances payable 
to Iliffe & Sons Ltd., Dorset House, Stamford 
Street, London, S.E.1. 


No responsibility accepted for errors. 


ARCHITECTURAL APPOINT- 
MENTS VACANT 


UNIOR architectural assistant required.—-Apply, 

giving full details of experience and —?7 re 
Pune to Ivor Jones & John Bishop, 6-7, St 
‘ 


yhn’s Sq., Cardiff (8227 
SENIOR assistant with experience and ability in 
“7 design and/or administration, interested in 


future prospects, required for busy office in Mid- 
lands with varied practice.-Box 7080 [8229 
RCHITECTURAL Assistant required. Inter 


mediate standard or above, with some office 
experience.—-L. W. Barnard Pa Partners, 13, 
Imperial Sq., Cheltenham [8236 


ASSISTANT required of R.I.B.A. final or near 
final standard; interesting and varied practice 

Write with particulars and salary required to 
Hickton, Madeley & Salt, AARIBA, 24, 
Hatherton Rd., Walsall. [8234 


SENIOR architectural draughtsman required in 
estate development office, N.W. London; ex 
perience in factory design and construction essen 
tial.-Write, stating age, experience and salary 
required, Box 7081 [8231 
RCHITECTURAL draughtsman required, cap 
able of carrying out working drawings and 
specification Applicants should apply in writing, 
iving details of experience, age, etc., to Personnel 
Jepartment, Albert E Reed & Co., Ltd., Ayles 
ford Paper Mill, Larkfield, Nr. Maidstone, Kent 
{8235 
SENIOR architectural assistant required by large 
cinema circuit in London; applicant must be 
about 30 years of age with design experience and 
extensive knowledge of modern Building construc 
tion and finishes; the appointment is permanent 
and pension scheme, canteen, 5-day week and other 
amenities are available.-Write stating age, details 
of training and experience and salary cquins to 
Box 7061 {8224 
C°- OPERATIVE Wholesale Society, Lid., Archi 
4 tect’s Department, London. Applications are 
invited for the following appointments: Assistant 
Architects of Intermediate and Final R.I.B.A 
standard (salary range—£320-£680 per annum, 
according to age and experience) for work on varied 
and interesting projects The appointments are 
permanent a pensionable and offer prospects of 
up-grading. Applications, stating age, experience, 
qualifications and salary required, to W. J. Reed, 
F.R.I.B.A., Chief Architect, Co-operative Whole- 
sale Society, Ltd., 99, Leman St., London, E.1. 
[8170 


SITUATIONS VACANT 


TE +d End architects have two vacancies starting 
£700 p.a. to work on schools, etc.Box 

7107 {8237 
YOUNG designer to design a range of contem 
porary fire-places on freelance basis for lead 

ing glazed tile manufacturer Box 6982 [8203 
SOLLINS, MELVIN, WARD & PARTNERS 
J require senior and junior staff with office ex 
perience and interest in contemporary architecture 


capable working drawings essential._-Telephone 
Welbeck 9991 {8198 
We! L-known electrical company requires a 


technical representative to call upon architects 

and consultants in Central London area.._Write 
stating age, experience, salary required, to Box 
No. 7896, c/o Charles Barker & Sons, Litd., 31 
Budge Row, London, E.C.4 {8233 
RCHITECTURAL model makers, with experi 
ence in contemporary techniques required in 
architects’ department in Hammersmith; salaries up 
to £500 per annum.-—-Applications, giving brief 
particulars of experience and qualifications, to 
Chief Architect, George Wimpey Co., Ltd., 27 
Hammersmith Grove, London, W.6 


(envelope 
marked “ Staff Vacancy "’) {8222 


SERVICES OFFERED 


YPING service for architects an’ urveyors, bills 
of quantities and specifications 4 speciality; 5 
= Page (10 copies). Guick and accurate service 
(8242 


SERVICES OFFERED—contd. 
\ JHITELEYS 
ES TATE OFFICES 
OFFER a unique 
ES SERVICE 


to the Estate Developer and to the Small Builder, 
erecting new houses and bungalows, in the Mid 
lands, and Southern England..Write for full 
details to The Estate Manager, Estate Offices, 
Wm. Whiteley, Queensway, Bayswater, 
London, W.2. Tel. Bay. 1234 (8218 


EINFORCEMENT Service offered to authori- 
ties, architects, contractors. Our Dept., of 
PDESIGN for detailed working drawings 


AND bending lists. We can also 


SUPPLY mild steel bars, high-tensile fabrics. 


Co LD bending and fixing accurate work to any 
specification 
obligation.._Reinforcement Design & Supply Co., 
120, Cheviot Rd., W. Norwood, §.B.27. Gip. 1356 
[Ol44 


FOR SALE 


y. LL hardwood mouldings, plain and embossed, 


embossed ornaments and dowels; send for 
catalogue and to-day'’s lowest trade prices 
Dareve’s Moulding Mills, Ltd., 60, Pownall Road, 
Dalston, E.8. Clissold 1543/4 {0142 


W ATERPROOF Clothing.—New 


selected ex- 
Naval full-length oilskins, 


shoulders wool 


lined, excellent garments; £1/12/6, guaranteed; 
carriage paid.—Hill, Witham Rd., Romford. ‘Phone 
4453 [8214 


PLANT FOR HIRE 


CHASESIDE mechanical shovels, Major type, by 
“ day, week or contract, with drivers; tipping 
lorries supplied if required with shovels.._Henry 
Froud, Ltd., Primrose Wharf, Tunnel Ave., 
Greenwich, $.E.10. Tel. Greenwich 0072-3. [0138 
EW 1954 unused Ruston-Bucyrus Excavators 
for immediate hire or re-hire. 19R.B.s and 
10R.B.s, any equipments; also modern excavators, 
cranes and concrete mixers for sale or hire 


Greenwoods, Brooklands Avenue, Towneley, 
Burnley. Tel. 4979, and Radcliffe, Manchester and 
Bury [8186 

PLANT Hire: For site clearance and earthmov 


ing jobs in Hatfield, Welwyn Garden City and 
Stevenage New Town areas. Challenger Is and 
IIIs, and Wolf Excavators available for short or 
long hire.-H. Brazier, Ltd., Watton Road Depot, 
Ware, Herts. Telephone 151 {8179 


NISSEN HUTS, ETC. 


;X-Army Nissen and other buildings available; 
also, manufactured buildings..Universal Sup 
plies (Belvedere) Lid., Crabtree Manorway, Belve 
dere, Kent. Erith 2948 [0145 
TYvo new Marston steel-framed buildings, 200ft 
long x 135ft wide in three bays, 45ft wide x 
25ft high to eaves, complete with sheeting, gutters, 
downpipes, doors, windows etc 
I'wo ditto buildings, 200ft long x 90ft wide in 
two oage *16ft high to eaves, complete as above 
Overhead crane gantries are available for these 
buildings 


F. Burrill, 18, 
Cardiff 26100 


Dumfries Place, Cardiff. Tel 
{8230 


BUSINE SS & ‘PROPE 


p* ACTICE required to purchase; London or 
West Country Chartered Architect and 
Chartered Surveyor Box 7044 {8221 


I ONDON, S.W.8. Building for sale 
4 comprising ground floor office 
basement storage 600 sq ft; upper part residential 
let at £100 148 p.a.; price with vacant possession of 
the office and basement, £1 ( nearby covered 
yard 700 sq ft and land 270 sq ft to be let in con 
junction at low rent; the combination would suit 
specialist sub-contractor to the 
Box 704°‘ 


frechold 
560 sq ft, with 


building trade 
(8220 


MISCELLANEOUS 


OTTINGHAM area.--Workmen's transport 
let us quote you...A. Camm, 25, Churchfield 


Lane, Nottingham Tel. 77914, 79466. Con 
tractors to the leading contractors [8164 
"T ARPAULINS repaired and reconditioned; tar 

paulins, 20ft~ 14ft, £5/15 each; new first 


quality jute, 18ft x 12ft, £6 each; 18ft x 1Sft, £7/10 


each.-Hill, Witham Rd., Romford. Romford 4453 
{8215 
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London's Finest newssecondhand Value 
POST-WAR REBUILDING ... ARCHITECTS PLAN CHESTS 


PORTLAND STONE 
MONKS PARK STONE MARGOLIS™S— 


COURSES for all R.1.B.A. EXAMS 
THE BATH AND PORTLAND STONE FIRMS LTD. Tesrimonian 


Calculations, Materials, Construction, Structures, 
Hygiene, Specifications, Professional Practice, 


Head Office: | PORTLAND LONDON OFFICE: etc. Also in general educational subjects. 
BATH 3113 Grosvenor Gardens House, S.W.! ELLIS oF. 
Tel.: 3248-9 Tel.: ViCtoria 9182-3 1090, Sue ROAD, LONDON, 6.W.7 
Phone: KEN. 4477 and at Worcester 


Types 
VICTOR DOOR SPRINGS 


with HE SELF- 
CONTAINED CHECK 


and Sizes . 


EBONITE 


FLOORING STRIP 


FOR 
PUBLIC BUILDINGS, 

EBONITE 
HOUSING SCHEMES SINK 
OFFICE BLOCKS, ETC. 


WASTES 


Shallow and watertight ROD TUBE 


floor patterns. Overhead SHEET AND 
types to suit every purpose. 


TURNED PARTS 


WINDOW GEARING AND FANLIGHT OPENERS 
“X-IT" PANIC BOLTS — LOCKS 

DOOR FURNITURE — CASEMENT FITTINGS 
SPRING 8A8H BALANCES 


“ Victor”’ fittings are used throughout Great Britain 


ROBERT ADAMS (VICTOR) LTD 


WIGHTINGALE Ww ‘LONDON, W.7 
139 STAINES) ROAD, HOUNSLOW, MIDOLESEX ENQUIRIES IN as EALING 0125 | 
Telephone : Hounslow 5714 ; 


INDEX TO ADVERTISERS 


Official Notices, Tenders, Auction, Legal and Miscellaneous Appointments on pages 36 and 37 


Manufacturers : 


The BRITISH EBONITE CO. LTD. 


Adamite Co., Ltd., The 29 Clarke Ellard Engineering Co., Harvey, G. A., & Co. (Lon- Reliable Plywood Co., Ltd. 35 
Adams, Robert (Victor), Ltd 38 Led. » don), Lid 20 Royal Board 31 
Aecrialite, Lid F 33 Colthurst Symons & Co., Ltd. 14 Haywards, Ltd. 31 Rubber Improvement, Ltd. $ 
Architects’ Benevolent Society 35 Coverite (Asphalters), Ltd 31 High Duty Alloys, Ltd 24 Rudkin, S. O., & Co., Ltd 30 
“ Architects’ Detail Sheets" 31 Hilger & Watts. Ltd 18 
Atlas Stone Co., Ltd 2 Destrol Sales, Ltd 31 Holophane, Ltd . 19 Schaverien Sheet Metal & 
Dorman & Smith, Ltd 28 Hope, Henry, & Sons, Ltd. 25 Engineering Co., Ltd. 
Bath & Portland Stone Firms, Dunlop & Ranken, Ltd 30 Hotchkiss, Engineers, Ltd 22 Inside Back Cover 
b PI 29 
Blackwell, Wyckham,’ Led, 30 | Bidelman, J. 32 pen 23 Semtex, Lid... 23 
Bostwick Gate & Shutter Co., Elliott, Samuel, & Sons (Read jones, a» & Co., Ltd. . Smart & Brown (Engineers), 
Lac 29 ing), Ltd 35 A 
Bowaters Building Boards, Ltd. 27 Ellis School of Architecture 38 Kay & Co. (Engineers), Ltd. 32 Soundproof Construction 31 
Braby, F., & Co., Ltd 13 | Engert & Rolfe, Ltd. pee 28 | Spencer. Lock & Co., Ltd 31 
Brady, G., & Co., Ltd Entwistle, Eric, Ltd. 15 innear Shutters Suse, Wim, & Co, Led k 
Inside From Cover Sundeala rd Co., Ltd. 2 
British Aluminium Co., Ltd., Fibreglass, Ltd. 26 Ltd 
The 7 Finnish Li Board 7 y . 
British Ebonite Co., Lid Flavel, s., Mullen & Lumsden, Ltd 29 Dept. 
~~ Freeman, J., Sons & Co., Ltd. 29 National Association of Putty True Flue, Ltd. 31 
Engineering Co., Ltd.. The General Electric Co., Ltd > 
Outside Back Cover Co. Wardle Engineering Co., Ltd 
Gibson. Arthur L., & Co., Lid. 29 The 34 
Gray, 1. W., & Co., Ltd 29 Parsons, Thos., & Sons, Ltd. 34 < ves 
Cellon, Lad. 6 | Penfold’ Fencing & Engineer- Williams & Williams, Ltd 
Cement arketing »., Ad., ing, Ltd 0 
The 4 Hangers Paints, Led. 14 Pyrotenax, Lid 10 Youngman, v7. Cc. 33 


Printed in Great Britain for the publishers, Iuirre ann Sons Dorset House, Street, London, &.E.1, by Coamwatt Lep., Paris Garden 
Stamford Street, London, 
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SMECO— 


IS ENTIRELY FREE 


STURE 


MOVEMENT 


Certain types of Rainwater Goods recently installed have 

proved subject to * cracking.’’ This is due to the relatively 

high ‘moisture movement.” During wet weather 

moisture is absorbed, causing radial and longitudinal \: 
expansion, resulting in vertical cracks through the full PRESSED STXEL 
thickness of the product. a 
STEEL—being entirely free from this serious defect is the RAINWATER 
ideal material for all types of guttering, pipes and fittings. COODS 


SMECO PRESSED STEEL RAINWATER GOODS, made to 
BSS 1205 specification of 14G steel “ Bryphated'’ rust- 
proofed and red oxide painted, are the solution and answer 
to the ever increasing demand of architects, surveyors, 
and builders for a higher quality, yet economical and more 


Not o Compiaint in TEN yeors 
durable product. 


Write for name of nearest stockist to Dept. ABN 8. 


SCHAVERIEN SHEET METAL & ENGINEERING CO. LTD. 
332-338, MILE END ROAD, LONDON. E.1. 


Telephone : STEpney Green 1632, 3232, 3233. 
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for example — 4 ins. of 
concrete reinforced with BRC 
No. 9 Fabric is equal in strength 
to 8 ins. unreinforced. The sav- 
ing in cement, time and labour 
makes reinforcement an essen- 
tial for practically all types of 
concrete work. 


THE 


ARCHITECT 12 August 1954 


& BUILDING NEWS 


Cement 


FABRIC 


THE BRITISH REINFORCED CONCRETE ENGINEERING CO. LTD., STAFFORD 
London, Birmingham, Bristol, Leeds, Leicester, Manchester, Newcastle, Cardiff, Glasgow, Dublin, Belfast 
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